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KEWANEE 
Water Heating 
wsvicvmuwiwesee Garbage Burners 


heat 200 to 2600 gallons of water per hour 





Every time the garbage man calls he makes it possible to burn garbage 
carts away a lot of good fuel—and = _ without any odor, by preventing the 
leaves a host of foul odors behind. moist matter from smothering the fire. 
Garbage and rubbish contain many 
heat units. In a Kewanee Water 
Heating Gargage Burner all this 
waste matter can be turned into fuel 
and used for heating water. 


Built of the same fine materials (steei 
and rivets), by the same skilled work- 
men, and in the same faultless manner 


as Kewanee Boilers. Hence, you are 
assured long service free from up-keep 


The By-Pass (a patented feature) costs. 


KEWANEE BSILER COMPANY 


KEWANEE, ILLINOIS 


Steel Heating Boilers, Radiators, Tanks and Water Heating Garbage Burners 


BRANCHES 


ATLANTA, 1522 Candler Bldg. DETROIT, 205 ’ 4 La Fayette Blvd. NEW sy eal 1018 New Orleans Bk. Bldg. 
BOSTON, 1140 Little Bldg., 90 Boylston St. EL PASO, ) N. Campbell St. NEW YO 570 Seventh Ave. 
CHARLOTTE, N. ¢ 605 Johnston Bldg. GRAND RAPIDS, 402% Mich, Trust Bldg. PHI . ADE i) PHIA, 806 Real Est. Trust Bldg. 
CHATTANOOGA, 1104 James Bldg. INDIANAPOLIS 221 Ind. Term. Warehouse at SBU RG H, Empire Bldg. 
CHICAGO, 822 W. Washingt« yn Bly d. KANSAS CITY, 2014 Wyandotte St ST. LOUI 4200 Forest Park Blvd. 
CINCINNATI, P.O. Box 75 LOS ANGELES, 306 Crocker St. SAL ff L/ AKE Crut. 204 Dooly Bldg. 
CLEVELAND, Superior Ave., N.E., at ‘47th St. MEMPHIS 1812 Exchange Bldg , SAN ANTONIO, 502 Calcasieu Bldg. 
at 1903-4 Santa Fe Bldg. MILWAUKEE, 440 Barcla : SAN FRANCISCO, 635 Mission St. 
DEN 1226-28 California St. MINNEAPOLIS, 708 Builders Exchange Bias ig. SEATTLE, 326 Columbia St. 
DES MOINES, 707 Hubbell Bldg TOLEDO, 415 13th St. 


CANADIAN REPRESENTATIVES: Dominion Kewanee Boiler Co., Ltd., 66 Richmond St., East, Toronto 2, Ontario 
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Not in the Reward, but in the strength to strive 
the blessing lies. Trowbridge 


Selling is hard work, but the satisfaction of 
knowing you are selling a good line of mer- 
chandise outweighs the heaviness of the 
struggle. 


When you sell YQGEL Frost proof pro- 
ducts, you have that feeling of satisfaction. 
You can’t help but take pride in the VOGEL, 
line. You will find it is positively frost proof 
when properly installed and there is satisfac- 
tion in that. 


To sum it all up; you will be satisfied, your 
customer will be satisfied and we will be 
satisfied when you are. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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A Wolverine Story 
In ‘Three Chapters 


Program—we decided in the beginning of our career to 
manufacture plumbing goods for the plumbing trade, that 
should reflect credit on the maker — the master plumber and 


the ultimate consumer. 


Performance —That we have succeeded is proved by 
the national reputation for honest worth enjoyed by our 
products, by our business with over 16,000 master plumbers 
of America, who in dealing with us direct, realize and 
appreciate the value of our ‘Manufacturer to Plumber 
Service.” 


Promise—we will continue to merit the good will of the 
trade by maintaining the highest standards of Quality and 
Service and by constant watchfulness of growing require- 
ments of the plumbing industry. Develop our line so that 
it shall always be both the line of Quality and Service in 
Plumbers Brass and Specialties. 


WOLVERINE BRASS WORKS 


Manufacturers 
PLUMBERS BRASS AND SPECIALTIES 
We Sell the Retail Plumbing Trade Exclusively 
GRAND RAPIDS, MICHIGAN 
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(Patents Applied For) 


Welded Steel Draft Governor, 4 inches. 
Cold Water Inlet, 34" Brass Coupling. 
Heavy Terne Plate Outer Shell Finished 
in New Process Satin Silver. 


. Extra Thick (134") Rock Wool Packing— 


Best Known Insulation. 

Flue Liner of Heavy “Lead Coated” 
Terne Plate. 

Welded Copper-Bearing Steel Tank, 
Galvanized Inside and Outside. 


. Pilot By-Pass with Pilot Regulator. 


A. G. A. 4%" Standard Gas Cock, Brass. 


. Brass Trap (Gas Cleaner). 
. Direct Action All Metal Thermostat. 
. Heat Choke Perforations in Enclosed 


Combustion Chamber. 


. 10 Gauge Die Stamped Steel Base. 
. Hot Water Outlet, 34" Brass Coupling. 
- 10 Gauge Die Stamped Steel Top. 
. Welded Tank Bottom, Natural Dome 


Design. 


. Scientifically Designed and Constructed 


Flue. 

Automatic Relief Valve. 

Drain Cock, %" Brass Connection for 
Hose Coupling. 

Hoffman Special Barber Gauzeless Semi- 
Bunsen Burner. 

Self-Closing Door. 

Light Shield to Prevent Floor Reflections 
and Conserve Heat. 

Non-Breakable Steel Pipe Legs. 
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The 


Most Important 
High Efficiency 


Development 
OFFM 


Re 


Automatic Storage Systems 


Make Wonderful Records 


Molasses has had much to do with 
greater Storage System efficiency! 


Our engineers discovered that cold air 
and hot air have about the same flow 
characteristics as cold molasses and hot 
molasses. Applying this principle they 
built an extended tank wall, dome com- 
bustion chamber and inserted hundreds 


of small perforations in the walls. 


Pilot heat remaining after contact with 
the dome heating surface escapes through 
the highest perforations. The slow-moving 
cool air (like cold molasses) which forms 
a blanket over the perforation surfaces 
provides a greater flue throttle than does 
the faster moving air when full load 
conditions prevail. 


Thus under pilot the maximum heat 
is conducted to the coldest water and 
flue losses are amazingly low. Under full 
load the hundreds of perforation surfaces 
absorb maximum heat which is trans- 
mitted with lowest possible loss direct 
to the coldest water. 


Systems which offer these great ad- 
vantages are the systems for you—and 
it is important to remember that they 
are exclusive with the Hoffman Master. 
Study the diagram view, then send for 
complete information. 


THE HOFFMAN HEATER 


COMPANY 


Also Makers of a Complete Line of 
Instantaneous Water Heaters 


1701-15 Eighteenth Street Louisville, Ky. 
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Good-Bye Nickel- 
Plated Faucets 












PATENTED IN THE U.S.A. AND CANADA 








Good-Bye Shabby 
Tarnished Metal 








DECECO 


ALL-WHITE CHINA 


THE FAUCETS OF DESTINY 


Here are the faucets of destiny. They are China—All- 
White China with the permanency of finish, lustre and 
beauty which china alone possesses. They are brass 
faucets too, with renewable bronze working parts, yet they 
have no metal exposed, for they are completely enclosed 
in detachable china housings. No water runs through 
the china for that would make them unsafe—brass spouts 
conduct it, the same as with nickeled faucets. With the 
complete brass faucet inside and the china outside, they 
are in effect faucets plated with china instead of plated 
with nickel. 


Then too, these faucets have the recessed overlapping 
china handles concealing}the valve-stems which are un- 


breakable unless deliberately smashed. Unlike china 
handles perhaps you have known, they cannot break from 
use or expansion of metal and injure the hand of the user. 
Clean, and easy to keep clean—DECECO ALL-WHITE 
CHINA FAUCETS have banished forever unsightly 
tarnished metal with its laborious upkeep. 


A new beauty, a new standard of cleanliness—a new 
permanency of finish with the utmost in economy of up- 
keep—these are the contributions of DECECO ALL- 
WHITE CHINA FAUCETS to the advancement of 
plumbing. These are the reasons why they are the 
easiest to sell, swing whole installations for those who 
handle them, and why you too should advocate them. 


Ask your jobber for Dececo All- White China Faucets and Fixtures. 
Send for literature of ‘THE ALL-WHITE CHINA LINE.’ 


THE DECECO COMPANY §: 


76 Batterymarch St., Boston 
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2000 Cubic Feet 
of Heated Air per Minute 


—wherever you want it! 


IMPLY loosen the top and bottom union con- 

nections of the Modine Unit Heater, turn the 

heater in the direction where heat is most need- 
ed, tighten the unions—and you are all set for a con- 
stant delivery of 2000 cubic feet of heated air per 
minute, right where you want it! The union con- 
nections serve as swivels—there are no braces, 
brackets or permanent mountings required to hold 
the heater rigidly in any one, fixed position. 
No other steam or hot water unit heater has this 
directional advantage,which is further supplemert- __, 
ed by the adjustable deflector which throws the heat 
downward at any desired angle within 60 degrees. 
No other heater suspends from an overhead feed 
line. No other unit heater weighs so little (125 Ibs.) 
and occupies such a small space (412 cubic feet), 
permitting “drop suspension” installation. No 
other heater delivers so great a volume of heat per 


unit of weight (163,000 B. T. U. per hour at 60°). 


Write for Bulletin “A” which describes this rev- 
olutionary industrial heating system in detail. 


MODINE MANUFACTURING COMPANY 
Iicating Division TherModine Racine, Wisconsin 


C 1icago Sales Office: 720 Cass Street, Chicago, Il. 


MODINE 


UNIT HEATER 


FOR STEAM OR HOT WATER HEATING SYSTEM 

















NEEDED — toward a bad door 
or window, lathe, work benches, 
etc. One man with a wrench 
does it in a few minutes’ time. 


The illustration shows how simple 
itisto DIRECT THE HEAT from 
the Modine Unit Heater WHERE | 
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This illustrates how with ‘“‘stag- 
gered fire travel’’ the water is 
heated above, below and on all 
sides, giving quicker, greater heat 
with the same amount of fuel. 








Wheel Sections Dome 


Producing the Staggered Fire Travel 


WHAT STAGGERED FIRE TRAVEL MEANS TO YOU 


OUR customers will probably not fully understand how the Thatcher Boiler sec- 
tions shown above cause staggered fire travel in a Thatcher Round Boiler; or the 
fact that this fire travel through and about the sections produces more heat units. 


Boiler Body 


But every house-owner will readily appreciate that ANY construction which causes the 
fire to exert its heat a// around the water in the boiler, must be a very valuable feature. 


THATCHER 
ROUND BOILER | 


We are using in our general advertising, the both steam and hot water heating, to meet 
illustration above to impress this point on the requirements of any home. 

owners, together with the fact that a boiler Mail the coupon for printed matter and 
possessing this feature will heat their homes fy] trade information regarding the differ- 
more quickly; and consequently require less ent Thatcher products. 

coal, than a boiler of the ordinary type. 


ri 
The sections which “‘stagger’”’ the fire travel The Thatcher Company ys 














also break up the water into rnany small units, 
which naturally heat more quickly than would 
one large mass. 


Explain these points to your customer, and 
he will appreciate WHY the Thatcher Round 
Boiler is the most powerful for rated capacity; 
why it requires less fuel and why frequent 
firing is unnecessary. 





There is a type of Thatcher Round Boiler, for 


THATCHER 


BOILERS-FURNACES-RANGES 








7 
/ 


formerly Thatcher Furnace Co. 
Since 1850 


NEWARK, N. J. 4 
39-41 St. Francis St. rd 
Chicago The Thatcher 
341 N. Clark St. Pf Company, 
New York V4 39-41 St. Francis St., 
21 W. 44th St. Newark, N. J. 
Gentlemen: Send me infor 
4 mation regarding the Thatcher 
Ps Round Boiler. 
rs PE siocic ne snces 
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MORRISON HOTEL — CHICAGO 


Archiiects — Holabird and Roche 
Chicago 
Contractors — John Griffith & Sons Co 
Chicago 
Plumbing Contractors—Standard 
Sanitary Manufacturing Company 
Imperial Brass Company 
Plumbing Jobbers— O'Callaghan Bros 


The Morrison Hotel, too, selected I & M Brass Fittings 


Another of the largest hostelries has chosen Ireland and 
Matthews brass goods. 


Throughout the imposing Morrison Hotel, Chicago, you 
will find this quality line of fixtures —fixtures that are in 
keeping with the reputation that the Morrison enjoys. 


The quality of the line coupled 

with the integrity of the manufacturer 

PROMPT explain why Ireland and Matthews 

SHIPMENT goods are selected for so many large 
GUARANTEED and important contracts. 


1501 BEARD AVENUE os DETROIT, MICHIGAN 


m oe PP ley ms REPRESENTATIVES: WM. P. HORN CoO., P. C. ABBOTT CO., 
as nd Street, - Broad Street, L. C. Smith Bldg., Ri y . 
New York City Philadelphia, Pa. WM. P. HORN CO., my fe ae 


a os, Gee Teg = Seattle, Wash. 

<. ‘ N, W. D. ARMSTRONG, BETO _~ WM. P. HORN CO. W. F. 

261 Franklin Street, Hotel Morrison, San Francisco, Calif. Wilcox Bldg., 4221 Rial Benane, 
Boston, Mass, Chicago, III. Los Angeles, Calif St. Louis, Mo. 
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COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 


FOR OIL BURNING 





















An Oil Burner Distributing Company writes: 


“We have in one instance been able to cut a man’s fuel bill 
almost 50% after changing to a Coil Boiler.” 


A Home Owner says: 


“The results are perfect and the installation of a Coil Boiler 
assured on all jobs whether oil or coal with which the writer 
comes in contact.” 





The following from a Heating Contractor: 


“The No. 311 we installed some time ago is giving fine results 
and carrying its load with considerably less oil than the other 
type boiler a approximately the same load.” 


Homme jj ofe [Jom }} 


Even extreme temperature changes cannot crack a Coil 
Steel Boiler. 


Write for catalogue. 

















MONITOR 


BOILER 
COMPANY 


1505 Race Street 


Philadelphia, 


Penna. 
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2t-Ray view of Continental Low Water Line Boiler 
showing long fire travel. 





Contento Boiler for small homes 
with or without basements. 


Continental Wall Radiators 
made in 7’ and 9 lengths. 
Screw-nipple construction. 


ee ee | - 
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~ Main-line railroads assuwe IMMEDIATE DELIVERY 











of Continental 


BOILERS and RADIATORS 


If you want action, Continental is set up to give 
it to you. Two great modernly equipped foundries 
served by four main-line railroads assure immediate 
deliveries of Continental Boilers and Radiators. 


CONTINENTAL LOW WATER LINE BOILERS 
SMOKELESS AND REGULAR 








Boiler Compara- 12 Year | Grate | Boiler | 12 Year 
: Old | Old 
No. tive | Catalog Area | No. | Catalog 
a Seem | aati |_ Rating $3. wt. | Waele _Rating 
20 Series, 38 inch water line 
25-S 900 700 3.88 25-W 1150 
26-S 1100 900 4.85 26-W | 1500 
27-S 1300 1100 5.82 | 27-W | 1850 
2-S | 1500 | 1300 6.80 28-w | 2200 
30 Series, 43 inch water line 
- | 1800 | 1200 5.83 | 35-W | 2000 
36-S 2300 1600 7.29 | 36-W | 2650 
37-S 2800 2000 8.75 | 37-W 3300 
38-S 3300 2400 10.21 38-W 4000 
39-S 3800 2800 11.67 | 39-W | 4650 
310-S 4300 3200 | 13.13 310-W 5300 
311-S 4800 3600 | 14.59 311-W 6000 
312-S 5300 4000 16.05 | 312-W | 6650 
40 Series, 47 inch water line | 
46S' | 4100 ; 2500 | 972 | 46-W | 4150 
47-S 5000 3200 | 11.66 | 47-W 5300 
48-S 5900 3900 | 13.60 | 48-W 6450 
49-S 6800 4600 15.54 | 49-W | 7600 
410-S 7700 5300 17.48 410-W 8750 
411-S 8600 | 6000 19.43 411-W | 9900 
412-S 9500 | 6700 | 21.35 412-W 11100 
413-S 10400 7400 23.32 413-w | 12250 
414-S 11300 8100 25.27 414-W | 13400 
415-S 12200 | 8800 27.22 | 415-W | 14550 
416-S 13100 | 9500 29.17 | 416-W 15700 
417-S 14000 10200 31.12 417-W 16850 
418-S 14900 10900 33.07 418-W 18000 _ 
, CONTENTO BOILERS 
Boiler No. Steam Grate Boiler No. | "Water 
Steam Rating Area __ __Water_ =a Rating _ 
4s 240 .94 4Ww | 400 
5s 320 1.22 5W 535 
6S 400 1.55 6W | 670 
7s 500 | 1.92 7W 825 
8S 600 | __ S92S sw 990 


For Basement or First Floor Installation’ 


CONTINENTAL RADIATORS 
Continental Radiators are assembled with extra 
heavy malleable push nipples, making a permanently 
tight iron to iron joint. Each individual section is rig- 
idly tested and inspected. After being assembled, every 
radiator receives a second test. 


One Column ...| 38in. | 32in. | 26in. | 23 in. | 20 in. 

Two Column. ..| 38in. |32in. | 26in. | 23in. | 20 in. 

Three Column .| 38in. | 32in. | 26in. | 22in. | 18in. 

Four Column ..| 38in. | 32in. | 26in. | 22in. | 18 in. 

Five Column ER! MR SS ee 
One, two and three column have 2)4-inch centers. 
Four and five column have 3-inch centers. 








Four Column 


Continental Heater (rporation 
Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
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MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


CHICAGS Iim., 


October 9, 1926 


To THE PLUMBERS AND STEAMFITTERS OF THE U. S. A., 





NYE—the Die Man 


Fellow Plumbers and Steamfitters: Pipe Tool Maker to the 
American Plumber 
Speaking about beds (nobody was, but I intend to), any- and Stecenfitter 


way, speaking about beds, there is a lesson to be learned 
therefrom and thereby that will help a man in the plumbing business, 


or any business, including this life business. 


The plumber today sleeps in a bed, if he can sleep, as fine as the bed 
of a king a hundred years ago. (Of course, I mean he sleeps in it 
tonight, not today. You know what I mean.) In other words, a Simmons 


bed today is better than a royal couch of a century ago. 


I know that mine has an overstuffed mattress, and an understuffed 
pillow, and springs like a Cadillac, and white sheets and a lavender 
coverlet, in fact is all fixed up like a baby's crib. And yet there 


are nights I can't sleep. 


But 'way up north there is a log shack without a mattress at all, just 
a box of hay with some blankets over it, and no springs, and no 

fringes except the frayed edge of what was once a sheet. I have spent 
many a night in that bunk, and I never missed a night's sleep yet. 


For, you see, I had fished all day, if it was in the spring, or had 
hunted all day, if it was in the fall, and, when I came in, I wanted 
a flop, not a lot of flapdoodle. I didn't need pink pajamas nor a 
silk kimono. I'd earned my rest, and I didn't need ruffles and 
fluffles to get it. 


I don't know any better fun on earth than to have a little plumbing 
shop, and make it pay, and then to sit down in one's old age and take 
afew years of rest like that few hours of rest that a fellow gets in 
that little old shack up north. 


Iam not going to say anything about using Nye tools as you go along. 
I don't need to. You will, if you succeed in business, and you will 
Succeed in business if you do. 


Yours for a busy day, a quiet evening, and a good sleep, 


Nye Steel Tool Chests Vy. 
Equipped with six heavy handles, Hany . 
chained lock and keys. Chest is 

enameled in olive green with cleats 


in natural color. Furnished with 
one sliding drawer. 





No. pee Width Length Net 
Inches Inches Inches Price Copyrighted 1926 by Harry G. Nye; 
all rights reserved 





a 12 24 $20.80 
2 14 15 30 =. 28.40 
3 16 17 36 = 31.20 
a 20 42 36.40 


Prices F. O. B. Chicago The tools you swear BY and never AT. 
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THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 
operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. 


Fe TTI MMMM MMMM 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, VU. 86. A. 
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(Belaeen Ourdselved. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HERE USED TO BE A PATHETIC, WEEPY 

sort of popular song in which the singer wondered 

if the old folks missed him back home. Often 
and often we don’t appreciate the value of things until 
we have to do without them. Such seeems to have been 
the case with an Oregon subscriber who writes, having 
allowed his subscription to lapse for several months: “I 
have decided that I am no longer going to be without 
the paper—‘Domestic Engineering”’—so kindly send 
same as before to our address here.” We're glad he 
missed us—it’s a genuine compliment. The following 
paragraphs, covering the contents of this issue, give 
some fairly good reasons why such was the case. 


HIS YEAR THE AMERICAN SOCIETY OF 

Sanitary Engineering reached 
“voting age” — twenty-one years. It 
is significant that the high point 
of the meeting at Washington last 
week should be the consideration of 
a national plumbing ordinance. It 
will be recalled that Your Weekly has 
given many pages to an analysis of 
plumbing codes throughout the coun- 
try. That work was duly appreciated 
by the sanitarians. Those who see 
the industry from a broader angle 
than the man who is daily occupied 
with its actual work, realize what a 
great benefit it would be not only to 
the industry, but to the country, to 
have an ordinance’ which would do 
away with the sometimes absurd varia- 
tions now existing. Master plumbers 
will find the very complete report of 
the proceedings of very practical in- 
terest and value. 


Being “out” 


EK DON’T USUALLY. CONSIDER THE 

heating game in connection with the word “fash- 
ionable,” but it would seem that we aren’t so far out 
of it. In modern small apartments, during the day 
the bed is invisible. It’s quite the thing to make the 
telephone invisible. So we have “Invisible Panel Heat- 
ing,” described in an article of that name by our Lon- 
don correspondent, A. W. Barnes. When you are in a 
strange home, and you hear the telephone ring, your 
host or hostess may move almost anything from a doll 
or a screen to a section of the wall to disclose the in- 
Visible telephone. In that same home you may be set 
to wonder where the heat comes from, since all the 


THE STENO SAYS: 


TELL EM IM 
== NOT IN, AN'WONT 

BE TILL | GET 

THIS STUFF OUT 





at the right time 
has saved many a dollar 


usual signs of a heating installation are missing. Mr. 
Barnes describes the manner in which invisible heating 
is being installed in England and points to its value 
more particularly as a system for large buildings. It 
eliminates dust-catching surfaces and, in theory at least, 
provides a greater radiation surface. ° 


URELY NO MORE PRESSING PROBLEM 
existed during the summer season just past than 
that of comfort facilities for motorists. This is a prob- 
lem which has a double edge. ‘That is, the motorist is 
interested. Greater numbers of people every year are 
taking to the road as a means of passing the summer 
vacation. Others are making greater use of the roads 
for business purposes—finding it possible often to cover 
a greater amount of ground by car 
than by train. The other side of the 
problem affects the various communi- 
ties through which this great traffic 
passes. Here every day, in effect, a 
temporary increase in population takes 
place, with all its needs for sanitary 
conditions. Unless proper sanitary 
arrangements are made, there is a very 
real danger that a community may 
find itself harboring sources of dis- 
ease. It is, therefore, a matter of 
greatest interest both to the motorist 
and to the country through which the 
motorist passes. It is a matter in 
which the master plumber ought to 
take an interest. Those communities 
where public comfort stations are 
plentiful usually will be found to con- 
tain aggressive master plumbers who 
hand in providing 
Read “Comfort Sta- 
tions for Motorists,” and see if you 

cannot find in it material to aid you in securing the in- 
stallation of proper sanitary arrangements in your own 


have had some 


these facilities. 


community. It means safety and it means more business. 


OUR 
which 


N THIS WEEK’S ISSUE 
usual features—those 
help to keep the alert master plumber and heating con- 
tractor posted on the latest things in our field. Give 
fifteen minutes a day to Your Weekly. It will 


Your Zi 


WE CARRY 


weekly departments 


pay. 
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BIG BUILDING SERIES No. 94 
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NEW SHERMAN HOTEL, CHICAGO Bros” geil : TOLEDO” equip 


WHERE “TOLEDO’S” WERE USED handled by M. J. Corboy Co.—the heat- 







ing by Mehring & Hanson Co.—both of 
Chicago, using ‘*‘ TOLEDO” Power Drives 
operating ‘‘TOLEDO’’ Geared Cutting 


and Threading Tools for cutting - off 
and threading the pipe on this big job. 





















“Toledo”’ Power Drive “TOLEDO” tools operated by the 
Operating “Tetede” ‘*‘TOLEDO”’ Power Drive make the 
Pipe Threaders and 2 - i 

Cutters—the Efficient most efficient and desirable equipment 


Way to Do Piping Jobs. for handling piping contracts. 





BUY BY COMPARISON AND YOU’LL BUY A 


= 


THE TOLEDO PIPE THREADING MACHINE Co. 
TOLEDO, OHIO NEW YORK OFFICE, 72 LAFAYETTE ST. 
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Ch ristm as The plumbing and heating industry 


should jump right in to put across 
Sales W cek ve drive for Cdinies business 
which the National Trade Extension Bureau is spon- 
soring. The possibilities are obvious. Millions of 
dollars are to be spent for Christmas presents. Plumb- 
ing and heating products are suitable, practical gifts. 
The one thing necessary is for the master plumber 
and heating contractor to get all the sales helps pos- 
sible from his sources of supply and go after the pub- 
lic with a strong campaign on the advantages and 
desirability of plumbing and heating equipment for 
the Christmas gift. Here is a chance, for instance, 
for associations to do some co-operative advertising. 
Put across the general idea—‘‘For Christmas—Plumb- 
ing and Heating’—in that way. Then feature special- 
ties, complete installations, every possible plumbing and 
heating service in sales letters, newspaper advertising and 
word of mouth appeal. The big week this year is be- 
tween November 29 and December 4, when the banks 
pay the Christmas Savings Clubs. Have the guns ready 


to fire. 


Hand to Mouth The term, hand to mouth 
, buying, used to have a de- 
Buying 


pressing significance. In 
the days when long anticipation of requirements used to 
be thought a necessary requisite to prosperous business 
conditions, hand to mouth buying was the earmark of de- 
pression. It meant that buyers were not confident of the 
present or the future, and were proceeding very cau- 
tiously in order to avoid being stuck on a declining mar- 
ket with large stocks of high priced goods. Habit is hard 
to shake, and some still look upon hand to mouth buying 
in the same light as in the old days, although buying just 
for needs has been the prevailing policy in business for 
two years or more, and although during that time the 
greatest business expansion in history has taken place. 
In business circles this buying policy is a much dis- 
cussed subject. Some manufacturers feel that it is un- 
fair to them in that it makes it difficult to gauge pro- 
duction schedules. Others, however, by closely follow- 
ing business trends and knowing consumption require- 
ments have no complaint in this regard and recognize 





value in the policy in its elimination of speculation, 
pyramidding and cancelling of orders and other practices 
which formerly upset markets. As for distributors, 
wholesale and retail, most of them are.in better position 
as a result of it, because it leaves for other purposes the 
money that was formerly tied up in heavy’stocks and it 
puts the emphasis on merchandising service rather than 
on speculative buying in the conduct of their business. 
Whether we be on the pro or con side, though, it is 
certainly true that no longer can the term, hand to mouth 
buying, be said to have only a depressing significance. 
No longer is it the mark of lack of confidence in the mar- 
ket, for it has persisted through steady, through declining 
and even through rising markets. An understanding of 
all phases of this recent business phenomenon, as it 
might be called, is worth while in the plumbing and heat- 
ing industry. It will avoid possible misinterpretation of 


conditions. 


It is always good business to main- 


Maintain a ‘83? _— 
tain a high standard of quality in 
Standard merchandise and service. In few 


cases is it a business asset to look upon or let be looked 
upon such merchandise and service as something to get 
by with—-something that will fill the bill long enough to 
get the money out of the job. In the case of speculative 
buildings, for instance, put up to sell in a hurry and put 
up at a price, it is difficult, perhaps, always to make a 
salable point of quality. The speculative builder is too 
ready with a reply that he will get no more for his build- 
ing with the more expensive quality equipment in it. 
Thus, we have in plumbing and heating a tendency to 
buy and sell some goods that will last only long enough 
for the seller to get out from under. Once more we ad- 
mit a certain logic in the argument that a market for 
such goods has been created by-such speculative builders, 
and some one is going to sell it. But in the long run it 
cheapens a firm’s standing to do so when the result is 
only a temporary profit and later considerable trouble 
and expense to the one who is holding the building. It 
lowers the level of the plumbing and heating industry as 
a whole. When the occupants of these houses are ready 
to build for themselves they will think twice before 
giving the contract to the firm that installed the cheap job. 
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The larger cities are making comfort stations architecturally beautiful. This is a Detroit public comfort 
station 





omfort Stations for Motorists 


By W. H. BANCROFT 


MOVEMENT to secure comfort stations as a vital 
A adjunct to good reads is being actively contemplated 

by the Motorists Association of Illinois, affiliated 
with the National Motorists Association, and by the Chi- 
cago Motor Club which is a branch of the American Auto- 
mobile Association. 

Officials of these organizations declare that the increas- 
ing need of such stations along public highways, between 
cities and towns, is recognized by all motorists, for fre- 
quently when touring they must drive long distances in 
search of comfort facilities which are often not only 
meager and antiquated, but positively insanitary. 

One official points out that although a certain number 
of gasoline stations throughout the country, from coast 
to coast, are providing at least limited toilet accommoda- 
tions for the motoring public, better, larger and more of 
these facilities are urgently needed. With the vast de- 
velopment of the auto industry, Americans, according to 
this official, are rapidly becoming a nation of motorists, 
and there are today many millions of car owners who 
motor extensively, and the deplorable absence of modern 
comfort stations, along public highways, is, indeed, be- 
coming each year a problem growing more and more acute. 

It is felt that the solution of the problem is essentially 
one which each community can solve, and this demands 
co-operation among _ public-spirited and progressive 
agencies, such as chambers of commerce, business asso- 
ciations, civic bodies, etc. 

President O. G. Temme of the Motorists Association of 
Illinois, in a recent interview, declared that this matter 
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was one in which his organization was vitally interested, 
and that he was going to inaugurate a campaign of pub- 
licity along this line in The Motorist, the official weekly 
newspaper of the association. He said he would be glad 
to receive pictorial suggestions with regard to types of 
motorist comfort stations in conjunction with oil stations, 
‘from plumbing supply houses or from any one of the 
plumbing and sanitary engineering fraternity. 


MORE COMFORT STATIONS NEEDED SAYS PRESI- 
DENT OF MOTORISTS ASSOCIATION 

N AN official statement, Mr. Temme said, speaking of 
in great need of highway comfort stations: ‘‘The 
Motorists Association of Illinois, in accordance with its 
policy of interest in all matters of civic welfare, believes 
that public comfort stations should be provided for motor- 
ists along all highways. 

“While it is hardly possible that money can be drawn 
from state road funds for this purpose, we believe munici- 
palities themselves should be interested in this matter and 
should take whatever steps seem feasible for the accom- 
plishment of the object in view. Chambers of commerce 
and similar organizations and associations should display 
activity in this connection. 

“Gasoline companies should equip their stations with 
toilet facilities. The Independent Gasoline Service Asso- 
ciation of Illinois, headquarters of which are maintained 
at the clubhouse of the Motorists Association of Illinois, 
at 2626 South Michigan avenue, Chicago, will be glad to 
co-operate in any way within its scope and possibilities.” 
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H. M. Brown, general manager of the Chicago Motor 
Club, and one of its board of directors, is a strong booster 
for adequate comfort station facilities for motorists. Dis- 
cussing the matter officially he declared: ‘The Chicago 
Motor Club is interested in seeing that an ample num- 
ber of comfort stations are provided along the various 
highways. The problem is how to procure them. 

“Obviously money cannot be taken from the road fund 
for any purpose but the building and maintenance of 
highways. It is doubtful, too, whether any legislature 
would pass an appropriation for comfort stations if the 
money were to be taken from the general revenue of the 
state. 

“Most municipalities, however, should be interested in 
such work. The rapid increase in camp sites will auto- 
matically take care of the increase in the number of com- 
fort stations. 

“Gasoline companies can perform a great service for the 
traveling public by equipping their gas stations with suit- 
able toilet facilities, in fact this is being done now. 

“Live chambers of commerce can assist in this work by 
inducing municipal authorities to erect comfort stations 
wherever possible.”’ 

Commissioner of Health, Herman N. Bundesen of Chi- 
cago, who frequently motors long distances, is in thorough 
accord with motorist sentiment concerning comfort sta- 
tions on roadways and highways. From the standpoint of 
health-conservation, he emphasizes the great necessity of 
such conveniences. In a recent statement, the commis- 
sioner said: 

“There is an urgent need for such conveniences. We 
are far behind in this matter, and every effort should be 
made to provide them from a health standpoint. There 
are enough health disturbances, occasioned by lack of 
public comfort stations where needed, to warrant official 
action. 

“On public highways, outside of the city, public com- 
fort stations would be an ordinary sanitary precaution. 
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They undoubtedly would be one of the great means of pre- 
venting typhoid fever and diarrheal diseases, not to speak 
of their being health conveniences for women and chil- 
dren.” 

The average motorist feels that the establishing of 
highway comfort stations can be accomplished if the 
proper co-operation is forthcoming, and since practically 
all’ master plumbers are also motorists, they have there- 
fore an opportunity to join hands with their brothers of 
the road in appealing to the civic pride of chambers of 
commerce and the municipal authorities in every com- 
munity. Thus they can promote public sentiment in 
favor of these much needed comfort stations. 

The slogan in the promotion of such sentiment might 
be, perhaps, something to this effect: 

What Are Good Roads Without Comfort Stations? 


JOS. W. CANNON URGES ACTION 

S TO how the plumbing fraternity can co-operate in 
A initiating and developing campaigns for more and 
better highway comfort station facilities, there may, of 
course, be some variance of opinion, but diversity of opin- 
ion in any line of constructive endeavor is valuable and 
often leads to definitely formulated and unified plans of 
action which eventuate in achievement. 

Jos. W. Cannon, past president of the National Asso- 
ciation of Master Plumbers, and president of the Plumb- 
ing Contractors’ Association of Chicago, when questioned 
as to methods in which the organized masters in the trade 
can co-operate in this matter of comfort stations for 
motorists, dictated after giving the subject a careful and 
analytical consideration, the following statement: 

“The necessity for public comfort stations for cities 
and towns has been realized by the public for many years 
and. a great deal has been written about it from time to 
time by the business papers. 

“However, since the advent of the automobile and the 
subsequent tremendous increase in travel on our public 














A Portland public comfort station administered by the Bureau of Parks 
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highways, the lack of sufficient proper sanitary conven- 
iences has become more acute and has, indeed, taken on 
a serious aspect. 


“In the cities and towns the problem is one to be 


solved by the various municipalities themselves aided by 
the several community interests such as chambers of com- 
Rotary clubs, 


merce, automobile clubs, Kiwanis, Lions 
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rious publications to bring about-a betterment of the pres- 
ent condition with regard to this long felt want.” 


SOME SUGGESTIONS BY MR. BOYD 
ORMER president of the National Association of Mas- 
-~ Plumbers and of the Illinois Association of Mas- 
ter Plumbers, Chas. J. Boyd, for years a well known and 
constructive force in the trade, said he was 








fully in sympathy with the aim of organized 
motordom in Illinois to secure modern, well- 
equipped comfort stations as an adjunct to 
good roads. He offered some suggestions ag 
to how he believed the master plumbers could 
co-operate in this aim. These suggestions 
follow: 

“1.—That local associations of master 
plumbers appoint committees to confer with 
chambers of commerce and newspaper editors, 
and that tentative plans be first presented for 
establishing these comfort stations. 

“2.—That the advisability of having pay 
toilets with a minimum charge of 5 cents or a 
maximum charge of 10 cents be considered as 
part of these plans. i 





“*3.—-That lavatories, paper towels, mirrors, 





Motorist camp scenes like this all over the country give some idea of 
the tremendous numbers of people “on tour” and the very real need for 


comfort stations. This is a Wisconsin scene 
and many other organizations of a similar character. The 
local master plumbers’ associations should take an active 
interest in fostering and furthering the project, and 
although their activity may be construed as a selfish one, 
yet their general knowledge of the manner and character 
of installation required, and the fact that the proper sani- 
tation of the town in which they live is one of the ideals 
to which they are striving, should beat down any resist- 
ance they might meet in this regard. 

“On the highways, between towns and in small ham- 
lets, the problem is different; here we have no large com- 
munity organization to help, and the idea must be sold to 
someone, that he may reap some benefits therefrom. The 
gasoline stations are the logical places for comfort sta- 
tions. There is no question but that the installation of a 
clean toilet and washroom both for men and women can 
be made a paying investment. / 

“The automobile traveling public does not expect serv- 
ice for nothing and are willing to pay a reasonable price 
for the use of toilets, clean towels, etc. 


SELLING THE COMFORT STATION IDEA 
6¢é HOULD a person so situated install a comfort sta- 

S tion at his place of business, he must be sure to 
advertise it properly by displaying a suitable sign ‘This is 
a public comfort station,’ and if this is done, it is sure that 
he will be favored with an increase in business. 

“But the problem seems to be how to get this idea sold 
to the owners of these gasoline stations. This, it seems, 
must be done principally through publicity emanating 
from the various automobile clubs and the various pub- 
lications devoted to the automobile and oil industries. 

“Members of automobile clubs should be instructed to 
call the attention of the proprietors of the stations to the 
need for such equipment. 

‘“‘We read a great deal about the good roads of this or 
that state in the publications devoted to travel by auto, 
but very little or nothing about good comfort stations. 
Yet it is such a vital need that I am of the opinion that 
a general editorial policy should be adopted by these va- 


etc., be provided in conjunction with pay toi- 
lets, and that this means be used to defray the 
cost of upkeep and maintenance of the com- 
fort stations. 

“4—That joint committees, representing the master 
plumbers and motor associations, should get in touch by 
correspondence with the executive officers of the various 


(Continued on Page 41) 














California public comfort stations are apt to be of very good 
design. This is one erected by the California State Board of 
Health 
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Invisible 
Panel Heating 


By A. W. BARNES 


means of heating but the question has been raised 

as to whether they add to the artistic appearance of 
the places in which they are used. In some instances it 
is almost impossible to make an exposed system of piping 
attractive in appearance. They have surfaces which may 
collect dust and dirt. 

With the idea of obviating these objectionable features, 
a system of hot water heating known as “invisible panel 
heating,’ has recently been introduced by an English firm. 
The system takes its name from the fact that, except in 
the boiler room and similar places, no pipes are exposed 
to view, the heat giving surfaces being chiefly formed of 
large panels which enclose special quality tubing, arranged 
in the form of large grids. These grids are built into 
the walls, floors or ceilings. 

Nearly everywhere throughout a building, in which 
panel heating is installed, no pipes whatever, and no 
radiators of the usual type are exposed to view; so it 
follows that the interior decoration of the various rooms 
and apartments is in no way interfered with and many 
dust-collecting surfaces are entirely removed. Seeing 
that the panels of tubing are built into the brickwork, 
plaster or concrete, it follows that a wall, ceiling or floor 
having one or more pipe grids buried therein may become 
an extensive heat-giving surface against which the air 
currents may strike and so become heated. 

It is claimed that heat rays are given off from the 
surface of the plaster or other finishing material, and 
that the whole finished surface of the wall, floor or ceil- 
ing becomes a kind of extended heat radiating surface. 


Pres: conveying steam or hot water, are an efficient 
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In any case it must be admitted that the warmth given 
to the room by this means is of a most pleasant nature. 

Prior to being covered with brickwork, concrete or 
Plaster, the pipes and panels are tested to a very high 
Pressure. Whenever possible, screwed connections are 
avoided, and all joints are carefully made by welding. 
Figs. 1, 2,.3 and 4 explain the construction and fixing of 
wall and ceiling panels. An induced circulation is gen- 
erally employed. This usually is obtained by means of a 
centrifugal pump, which in most cases is driven by an 
electric motor, 


Fig. 1 Fig. 2 
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Showing concealed radiation on each side of window and 
across the base. In the Canadian Government Building, 
London, England 


The temperature of the hot water in the system is kept 
rather low, it being usually from 90 to 130 deg. F., which, 
of course, keeps the expansion and contraction of the 
metal tubes down to a low degree. 

It is claimed, if plaster of the proper kind is used, and 
if the precautions recommended are taken, that no 
troubles due to cracking will be experienced, but instruc- 
tions must be complied with if success is to be attained. 

It cannot be denied that invisible panel heating is very 
successful as a system of hot water heating and that it 
provides hygienic surfaces. It also leaves the whole of 
the exposed surfaces in a room available for decorative 
treatment. 

But, it may be asked, is there no danger from broken 
pipes or connections seeing that, in most cases, the pipes 
are built in the solid structure? It must be admitted 
that even at the moderate heat mentioned, a certain 
amount of expansion and contraction takes place and such 
expansion is usually considered to be an almost irresistible , 
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force. As to whether this expansion and contraction is 
likely to result in broken pipes or joints, is a matter upon 
which heating engineers must use their judgment based 
upon scientific knowledge and practical experience. It is 
beyond question that repairs under such circumstances 
would be difficult and somewhat costly to carry out. The 


whole matter turns 

sin upon the questions: 

Cc eo “Would such re- 
am pairs ever become 

necessary?”’ ‘‘What 

Cc would happen if a 














) careless attendant 

frequently allowed 

@ the water to become 
much too hot?” 

Fig. 5 It would appear 

that pipes covered 

with plaster, etc., would be insulated to some extent, and 

consequently the installation would be longer in heating 

up, and in cooling down, these being qualities which no 

doubt possess advantages. Yet, supposing that in the 

early autumn a cold spell suddenly set in, or that in the 

latter part of the winter there was a sudden change to 

unusually mild weather, the qualities mentioned might 

then be found to be less advantageous. 

Panel heating appears to be better suited to buildings 
of the larger kind, such as public buildings, hospitals and 
large apartment dwellings, than to the smaller private 
residences such as villas. 

In dwellings of moderate size, an installation which 
includes a centrifugal pump and an electric motor may 
not be considered the most suitable for conditions that 
call for simplicity rather than for mechanical working 
parts. 











In hotels, apartment buildings and hospitals, panel 
heating not only promotes greater cleanliness but it also 
gives satisfactory results in connection with the heating 
of bathrooms. 

The unpleasant sensation often experienced when 
stepping out of a warm bath onto the cold floor of a 
bathroom is well known to most people. Nor has this 
discomfort entirely been overcome by the use of bath mats. 
By having a zigzag heating panel buried in the concrete 
just below the floor proper, as indicated by Fig. 5, the 
bathroom floor may be raised to a temperature that will 
feel quite pleasant to the feet of the person getting out of 
a bath. 

The new offices of Thomas Cook & Sons, tourist agents, 
situated in Berkeley street, Piccadilly, London, are 
warmed by invisible panel heating, and as these offices 
frequently are visited by American people who are on a 
visit to Europe, they will be able to form their own 
opinions of the merits of this method of warming build- 
ings. 

It is necessary to point out that the main and branch 
circulating pipes and the panels, do not form any kind of 
metal reinforcement for the brickwork, concrete or plas- 
ter. They are parts of the heating installation only, and 
do not form part of the main structure of the building. 





Carbon Copies Duplicate Originals 
Different numbers or impressions of a writing produced 
by placing carbon paper between sheets of paper and 
writing upon the exposed surface are to be regarded as 
duplicate originals, of which any may be read in evidence 
without accounting for the others.—Appellate Court of 


Indiana, in Massachusetts Bonding & Ins. Co. v. State, 
149 Northeastern Reporter, 377. 
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Questions and Answers 


A VERTICAL AND HORIZONTAL RANGE BOILER 
INSTALLATION 
Editor, ‘‘Domestic Engineering’’:—-I have a 40-gal. 
range boiler connected to a hot air furnace with a gas 
heater. The building is equipped with one bathroom, two 
lavatories and one sink and houses 16 people. I figure 
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on adding another 40-gal. range boiler to the system and 
placing it in a horizontal position, as shown in my sketch. 
Will this work satisfactorily? Will covering the tanks 
with asbestos help to conserve heat? 

Ind. J. B. W. 


We suggest that you place both of the tanks on stands, 
side by side (see Fig. 2), instead of having one in a verti- 
cal and the other in a horizontal position, as shown on 
your sketch, Fig. 1. 

The two vertical tanks would heat from the top towards 
the bottom, soon filling both tanks with hot water, pro- 
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viding the coil and heater are of sufficient size and the 
heated water is not drawn from the tanks as fast as it is 
heated. 

With the installation of one vertical and one horizontal 
tank the greater part of the circulation would take place 
in the vertical tank and, although both tanks would be 
filled with hot water, the action would be slower than 
with the double vertical installation. 

Covering of the tanks is always advisable from the 
standpoint of heat conservation. 





Densmore, LeClear & Robbins, 31 St. James street, 
Boston, Mass., has completed preliminary plans for the 
construction of a swimming pool at Williams College, Wil- 
liamstown, Mass. The work will include alterations and 
additions to the gymnasium building. 
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of Sanitary Kngineering 
pr 
e wi 
Founders have unique pleasure of in 
reviewing twenty years’ growt 

growth 
at meeting in Washington, D.C. ‘ 
In 
uy 
HE AMERICAN Society of Sanitary Engineering, ite 
having attained its majority, returned for the first im 
time and for its twenty-first annual convention, to we 
Washington, D. C., the city of its birth. Conceived in the “is 
minds of Henry B. Davis, Chas. B. Ball, J. J. Crotty, toi 

Thomas J. Claffy and a few others, who are still the 
backbone of the organization, it has passed through vic 
twenty-one turbulent years, but they were years filled with du 
action, years replete with achievements which are matters ga 
of inestimable satisfaction to its organizers. Messages col 
from this society have gone out through all the world, ee ee a co! 
and its research in plumbing and sanitation is quoted Henry B. Davis, the first president of the American Society th 
widely. of Sanitary Engineering . sp! 
It was an enthusiastic gathering. About 150 plumbing co! 
inspectors, sanitary engineers, master plumbers, plumbing plumbing, research of the Bureau of Standards, water dr: 
instructors, manufacturer’s representatives and others used in therapeutic treatments, historical data with ref- by 
greeted J. J. Crotty, the president, when he opened the’ erence to plumbing, methods of plumbing and sanitation | 
first session of the four days’ conference on September in this country and various other parts of the world. cit 
28th, and they expressed their intention of heeding his Keynotes of the convention were sounded by W. C. toc 
injunction in the last session of the convention, to “Go  Groeniger, sanitary engineer of Columbus, O., when he i 
back home and work for a better knowledge of sanitation, emphasized the fact that sickness and death follow pe 
because ignorance means death.” ignorance of sanitary laws, and by J. J. Crotty, president of 
Each day brought additional delegates. The four days of the society, when he appealed to the members to “Go col 
were packed full of social activities, warm greetings back home and do some work.’ Work has been the it | 
among those who had not seen each other since the 1925 middle name of this society for many years, which is at- ste 
convention at Decatur, Ill., papers and discussions, vital to tested by the wealth of valuable information in its year | 
plumbing and to public health, discussions of a standard books, containing the proceedings of previous conventions ler 
national plumbing code, as well as reports of progress in and reports of their research, but ignorance still prevails du 
various parts of this and foreign countries. and sickness and death still follow the wake of those val 
The members and guests saw almost everything that not properly informed as to plumbing methods. tur 
was to be seen in Washington, shook hands with President A strong plea was made by Mr. Groeniger for a national pr 
wa 


Coolidge, and had their pictures taken at the executive plumbing code. He presented conclusive evidence to show 
mansion. During the four days of cloudy and rainy that there is no reason why a national code should not be 
weather following a convention of undertakers, which oc- established. The idea of a national code has been re 
cupied the same convention hall, everyone endeavored to tarded by the false assumption that there are local condi- 
dispel the gloom—and succeeded. tions in various parts of the country which prohibit the 

Several notable men were present, among them being adoption of a national code. Mr. Groeniger pointed out 
Henry B. Davis, the first president and one of the organ- that: “There is nothing uncommon or strange about the 
izers of the society; Louis Cantor, M.R.S.I., sanitary resistance to the standardization of plumbing codes; this 
engineer, Jerusalem; R. M. Starbuck, Jr., of Hartford, is usually due to misunderstanding. Objections are gen- 
Conn., the “schoolmaster” of “Domestic Engineering’s’ erally based on the theory that geographical location of 4 
“Schoolmaster and His Class” articles, and A. W. Barnes, city or building is a factor in the plumbing code that 
sanitary engineer for Comyn, Ching & Co., London, Eng- should apply.” Backed by twenty-five years of research 
land. Five Smiths were in attendance—Aden E. Smith, and experience in plumbing and sanitation on three com 
sanitary engineer, Columbus, Ohio; M. W. Smith, of Dur- tinents, Mr. Groeniger stated emphatically that he was 
iron Co., Dayton, Ohio; James Smith, plumbing inspector, confident that there was no real bar to the adoption of 4 
Winnipeg, Canada; Charles Smith, master plumber of St. national code. The same fundamental natural laws are if 
Louis, Mo.; another Smith—L. L. Smith of Kohler, Wis., operation in the North as are in operation in the South. 








q prepared a fine paper on “Water supply for country Sewage from a building is dangerous, whether that build 

} homes,”’ which received much praise. ing be located in Canada, United States or Mexico. In- 

/ Among the more important subjects discussed were a sanitary and defective plumbing and drainage is dangerous 
national code, the character of drinking water, corrosion North, South, East and West. The trap in the farmhouse Fi 
of waste and sewer pipes, public health as affected by is just as necessary as the trap in the skyscraper. One 

24 





‘lety 


rils 








October 9, 1926 


piece of soil pipe may find its way to the twentieth floor 
of an office building or hotel, while another piece made 
in the same pour may be used in a cottage. It functions 
the same in both places and in both instances it is neces- 
sary that it be properly made and properly installed re- 
gardless of geographical location. Mr. Groeniger’s excel- 
lent and timely address was illustrated by means of blue- 
prints and these, together with excerpts from the address, 
will be published in a future issue of ‘‘Domestic Engineer- 
ing.” 
ICE WATER HARMFUL 

HE PAPER by Aden E. Smith, sanitary engineer of 
ele O., on “The Drinking Water Problem in 
Industry,’’ was discussed at some length and commented 
upon most favorably. Mr. Smith believes as do many san- 
itary engineers, that the temperature of drinking water is 
important. ‘The necessity of pure drinking water and 
water served at a proper temperature,” said Mr. Smith, 
“ig particularly important to those engaged in arduous 
toil. 

“In Europe our addiction to ice water is considered a 
vice peculiar to the American people and is rarely in- 
dulged in by Europeans. All industrial physicians en- 
gaged in our largest industries and with whom I have 
come in contact, condemn the promiscuous use of water 
colder than 50 deg. F. It is particularly dangerous to 
those who do heavy muscular work and to those who per- 
spire freely. A person whose work is heavy or who is 
compelled to work in a place that is unusually hot will 
drink more than twice as much water as will be consumed 
by a person engaged in light manual labor.” 

In commenting upon the paper, various instances were 
cited of the deadly effect of drinking copiously of water of 
too low a temperature by persons engaged in heavy work. 
“When water is served at 40 deg. F. or near freezing tem- 
perature,” Mr. Smith explained, “there is great danger 
of constricting the walls of the stomach, creating cramps or 
colic of the most violent and dangerous character. In fact 
itis not uncommon for death to occur under such circum- 
stances.”’ 

The society is fully alive to the importance of this prob- 
lem. Large amounts of money have been spent by in- 
dustrial organizations, steel mills, enameling plants, gal- 
vanizing plants, etc., to provide pure water, but manufac- 
turers frequently forget that it is almost as necessary to 
provide water at the proper temperature as it is to provide 
water that is free from bacteria. Some of these organiza- 
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tions have gone to great expense to pipe water over acres 
of floor space, then buy tons of ice each day to keep the 
water cool, far too cool, in fact, for health and efficient 
work, not realizing that apparatuses now made may be 
procured and methods now in use may be followed which 
will provide pure drinking water in large or small quan- 
tities and at the required temperature. In large factories 
the water may be too cold during one part of the day and 
in another part, when the ice has melted, the water may 
be too warm. 

This problem has been solved, said Mr. Smith, in the 
use of mechanical refrigeration. The electric refrigerator 
is not now a novelty, but the application of its benefits 
to the cooling of drinking water used in industrial plants 
is a comparatively new idea. Mr. Smith gave a wealth of 
data on this subject which will be analyzed in future is- 
sues of ‘“‘Domestic Engineering.”’ 

Thomas J. Claffy said with reference to drinking water 
that he concurred fully in the remarks of Mr. Smith and 
thought that the society should get the advice of medical 
men with reference to the healthful temperature for drink- 
ing water. Temperature, he believes, is more important 
than the kind of bubbler or the kind of pipe that delivers 
the water. He mentioned also that air in water is a 
menace and that these conditions may become so bad in a 
drinking water supply as to constitute a danger just as 
great as that of the old time common drinking cup. 

“Water,” said T. M. Dugan, sanitary engineer of Mc- 
Keesport, Pa., in his paper, ‘‘may be pure but not whole- 
some. This may sound strange but it is nevertheless 
true.” 

Mr. Dugan has always been one of the most ardent 
advocates of wholesome water, and in his paper, read at 
the convention on “Pure and Wholesome Water,” he 
added something to the sum of human knowledge on this 
important subject. Pure water, he explained, is 
of two atoms of hydrogen and one atom of 


most 
composed 
oxygen, but pure water is used mostly for laboratory pur- 
poses. Water may be pleasing to the taste and smell, but 
may at the same time contain properties that are injurious 
to health and unfit for human consumption, and it is the 
duty of the master plumber and sanitary engineer to know 
what wholesome water is, how it can be procured and 
how its wholesomeness may be maintained. 

Rain water, he explained, is suitable for human con- 
sumption, but as soon as it drops in the form of rain, 
various things may happen to it which unfits it for human 


use. It may wash carbon and ashes from the air. In 





First part of the official photograph of the annual meeting of the American Society of Sanitary Engineering, taken on the 
White House grounds, Washington, D. C. 
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falling it often becomes contaminated by chemicals and 
acids. It takes up chemicals and particles from the 
ground, through which or over which it flows. 

Mr. Dugan described various gigantic engineering 
achievements now in use, and projects in process of con- 
struction in various parts of the country, the purposes of 
which are to provide wholesome water for large cities or 
thickly populated districts. The sanitary engineer is ever 
on the alert for wholesome water supplies, and is com- 
pelled to study this subject continually to keep pace with 
the increasing population that must be served. 

There is still much to learn. Many are the problems 
that confront those who are responsible for an adequate 
supply of wholesome water. For instance, at one place 
the interior of the new Croton aqueduct, that supplies 
water to New York City, is after 9% years of service, so 
covered with spongilla (a growth of slime and dirt) that 
the flow is reduced 14 per cent. It can’t be cleaned be- 
cause of the cost and interruption of service. The im- 
portance of this problem may be appreciated when it is 
stated that in 1920 over 20,000,000 people in the United 
States were being served with filtered and treated water, 
according to Mr. Dugan. 

The paper of Luke J. Devine, sanitary engineer of 
Elizabeth, N. J., along somewhat similar lines, dealt with 
the value of instant hot water as a means of health, com- 
fort, sanitation and therapeutic treatment. 

“Today,” he said, “a ’ supply of hot water instantly 
available at any hour of the day or night, is recognized as 
a necessity in the modern home, hospital, hotel, restau- 
rant, cafe, bath house, barber shop, beauty parlor, etc.’’ 

The discussion of water was one of the most interesting 
and highly educative features of the entire convention. 
Aden E. Smith showed the importance of the tempera- 
ture of drinking water—-T. M. Dugan analyzed the situa- 
tion as to the supply of drinking water, and its whole- 
someness, while Mr. Devine called attention particularly 
to the value of hot water in the treatment of diseases and 
ailments. 

“The bath,’’ said Mr. Devine, “is the best substitute for 
outdoor living. Bathing does more for the body than 
wind and weather can do. Dirt does not grow out of 
poverty,—-poverty grows out of dirt. The criminal, the 
plotter against the government, the man with a bomb, 
are all men sick with the sickness born of uncleanliness. 
Change their sanitary conditions and they will begin to see 
white instead of red.”’ 

Mr. Devine made an appeal for baths in all public 





schools. Great attention he said is paid to schooi sanita- 
tion, but very little attention has been paid to the jip- 
dividual bodily cleanliness of the pupils. Pupiis oftep 
carry on their bodies, and in their clothing, the germs of 
disease, and what good are all the modern sanitary fix. 
tures and the equipment of the modern school, if childrep 
come to school with dirty bodies? The school bath is not 
an experiment, and all attempts to educate the public to 
the point of bathing facilities for all schools should be 
encouraged. 

Charles Henderson of Seattle, Wash., gave a very able 
paper on the danger of pollution of domestic water supply, 
He said, ‘‘When civilized peoples began to realize the 
necessity of bringing water into the home by some other 
means than by carrying it and when they realized the 
necessity of removing soiled water from the house, then as 
a matter of economy and necessity the plumber, with his 
pipes, was born.” 

Mr. Henderson outlined the connection of the plumber 
with various advances in sanitary science, which the 
master plumber was instrumental in putting in use, and 
mentioned other instances when the master plumber dis- 
couraged the use of plumbing fixtures that were not 
properly designed. 

“Such a fixture came recently to my attention,” said Mr. 
Henderson, ‘“‘Its form was beautiful and it attracted a 
great deal of attention, but this fixture merely brought 
back into operation the principles of the old plug closet 
with most of its objectionable features.”’ 

He made a plea for fixtures that were fool-proof and 
safe for public use regardless of their beauty. He believed 
that one of the greatest causes of pollution of city water 
supply is due to a dangerous practice employed by some 
manufacturing concerns. The factory is situated near a 
polluted water supply and a dual water system is used. 
They connect with the city mains and have in addition, 
a pumping system for fire protection, using the polluted 
water. Then they proceed to cross-connect the city supply 
system with a system of piping from the polluted source to 
guard against a temporary failure of the supply in case of 
fire. 

“This might be a more or less safe practice if check 
valves and globe valves were used and the person operating 
them was always to be depended upon,’’ Mr. Henderson 
explained, “but we know from experience and observation 
that valves will leak and that those in charge will often 
forget to close the valves at the proper time.” 


Second and Inst part of the official photograph of the annual meeting of the American Society of Sanitary Engineerins 
taken on the White House grounds, Washington, D. C. 
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Left to right: George R. Stolz, Milwaukee, Wis.; Otto Meinert, Davenport, Iowa; Thomas J. Lee, 
Pittsburgh, Pa.; Thomas J. Claffy, Chicago, newly elected president; J. J. Crotty, Boston, Mass., re- 
tiring president; A. C. Shaver, Pasadena, Calif.; S. H. Gilmore, St. Louis; A. J. MeGookin, Newark, 


N. J.. and J. F. 


Discussion of this paper lead off into the subject of the 
character of water in various parts of the United States 
with reference to its action on pipe. It was believed by 
Mr. Devine and others that an overcharge of chlorine used 
to sterilize water has a tendency to corrode metal pipes. 

The work of the Bureau of Standards, as well as the 
plumbing, drainage, sewerage system, sewage disposal, 
water supply and filtration, of the city of Washington had 
a prominent place on the program. Among the speakers 
on these various subjects were Nelson L. Thompson, me- 
chanical engineer for the supervising architect of the 
U. S. Treasury Department, who spoke on plumbing and 
drainage under the control of that department. This will 
be analyzed in future issues of ‘‘Domestic Engineering.” 

Humphrey Beckett, assistant engineer of the water de- 
partment of Washington, D. C., addressed the assembly on 
the subject of water supply and distribution in the Dis- 
trict of Columbia. From the source of supply from the 
Potomac River sixteen miles away at Great Falls, Md., he 
traced the course of and described the handling of the 
water through sedimentation and clarification reservoirs, 
treatment plants, through a four-mile tunnel, nine feet 
high and ten feet wide, through filtration plants and lift 
pumps and into the city mains. 

One of the most interesting parts of his address was 
that relating to the saving of water. The water survey 
division of the water department of Washington is respon- 
sible for the conservation of the water supply. They make 
routine measurements of average twenty-four-hour flows 
of water into the permanent survey districts into which the 
city is divided. Comparison of day and night rates of 
flow and daily per capita consumption are determined. 
Then detailed surveys are made where waste seems evi- 
dent. Night investigations are made to determine the 
Cause of water flowing at that time. By testing one survey 
division, then one suspicious block of that division then the 
Suspicious half block, then the suspicious house or factory, 
the point of waste is soon discovered. In the period be- 
tween 1907 and 1920, over 48 million gallons of water 
ber day were saved. 

Henry B. Davis, the first president, who is now residing 


Doud, Cincinnati, Ohio 


in Washington, introduced Lieut. Col. J. F. Bell, Engineer 
Commissioner of the District of Columbia, who was de- 
tailed by the engineering department of that District, to 
welcome the society. He called attention to the wonder- 
ful advancement the city has made. Planned in 1791, it 
had no street paving until 1873; the people of Washing- 
ton wandered around in the mud. The city had very in- 
adequate sanitary equipment. But a great change has 
come about since the A. S. S. E. first met in Washington 
The city is still going through its reconstruction period, 
but it is a new Washington, and its achievements in sani- 
tation and water supply are pointed to with pride by its 
sanitary engineers. 


CORROSION OF PIPES 
ORROSION of drain pipes and of sewer pipes was a 
C subject that claimed the attention of the society. 
Many books have been written on this subject and much 
data has been compiled, but more information is still 
needed. 

A. C. Shaver, research engineer of Pasadena, Calif., read 
a paper entitled, ‘‘Has the Establishment of a Building 
Height Limit in Our Larger Cities Created*a New House 
Piping Condition?’’ Some of these buildings are planned 
for only twenty years of life. Buildings that were erected 
twenty years ago are being torn down and new ones art 
taking their places. ‘“But,’’ said Mr. Shaver, “when an 
architect plans a building that goes to the limit in height, 
that building is intended to remain for all time.’’ Then, 
what about the piping? It should be permanent. 

He showed several sections of pipe cut from a build- 
ing which had been standing eleven years. In some 
places the pipe was nearly rusted through. In the dis 
cussion that followed, electrolysis, the effect of carbon 
dioxide, the effect of various acid wastes, the effect of 
household wastes, etc., were discussed, but no conclusions 
were reached except to continue research until more defi- 
nite data could be procured. It was stated that the U. S. 
Navy Yard is now making extensive tests, but these are 
for the purpose of determining the action of sea water 
and have nothing to do with industrial or domestic waste, 
one member explained. 
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The numerous photographs of corroded pipes shown by 
Mr. Shaver, emphasized again the necessity of populariz- 
ing a custom that has been advocated many times—the 
custom of periodical inspection of plumbing systems. A. 
W. Barnes of London, England, explained that it is com- 
mon in that country to have periodical inspection of plumb- 
ing, and that this method is very effective. 

M. W. Smith of Duriron Co., Dayton, O., member of the 
research committee, has been conducting extensive tests 
and has been making investigations in numerous cities 
throughout the country to determine the extent of pipe 
corrosion. He does not observe that there is any difference 
in the rate of corrosion in the different cities on account of 
climate or condition of the air, and thinks that the rate 
of corrosion in one city might be taken as a fair indication 
of the rate of corrosion in other cities where the pipes were 
subject to a similar effluent. 

“In the beginning,”’ Mr. Smith explained, “we naturally 
assumed that the failure of domestic pipes was due to 
some corrosive element contained in* the wastes they 
ecarry.’’ In order to get a clearer view of the subject he 
puts these corrosive elements tentatively into four classes: 

(1) Fatty acids in grease. 

(2) Various solvents used for grease removal. 

(3) Dishwashing compounds. 

(4) Vegetable acids. 

Of these, he believed that fatty acids are not considered 
as highly corrosive as some of the others. It is also well 
known that many of the cleaning compounds are composed 
largely of caustics. Dishwashing compounds are also 
largely alkaline, and generally reach drains at very high 
temperatures while vegetable acids exert quite a corrosive 
effect on some metals, although they are not usually severe 
on the metals used in drainage pipes. 

In conducting research, Mr. Smith has visited a large 
number of cities and has investigated the conditions in 
those cities with reference to corrosion. He believes, as 
does the American Society of Sanitary Engineering which 
he represents in a research capacity, that this subject is of 
vital importance to the master plumber, to the sanitary en- 
gineer and to the plumbing inspector as well as to the public 
at large. He stated that the investigation is still in prog- 
ress and urges all who can do so to send him whatever 
information they may have gathered on the subject of 
corrosion of pipes, and so enable him to get at the facts 
of the case and, if possible, eliminate this enormous waste. 
In a discussion which followed it seemed the consensus 
that wastes were most highly corrosive at a temperature of 
147 deg. F. 

R. B. Hunter, Ph. D., of the Bureau of Standards, Wash- 
ington, was heartily welcomed, and his paper on ‘‘Possibil- 
ity for a more extended use of three and four-inch soil 
stacks’’ was particularly well received. The report known 
as the “Hoover” code concerns dwellings and similar build- 
ings. Dr. Hunter attempted to show that certain prin- 
ciples of that code, particularly those relating to the use 
of three-inch and four-inch soil stacks could be used in 
larger buildings as well. In his estimation those same 
principles can be applied to larger buildings. He made the 
point that a system can be so designed for a single-story 
dwelling that it can be made equally safe for a building 
of greater height and for stacks almost any length. He 
stated that the chief difficulty is found at the waste en- 
trance into the stack, that if there are as many as three 
water closets entering the stack at any one point, the stack 
becomes full and that is where the danger lies, but if 
that number is reduced to two water closets, the condition 
is greatly improved, and if only a single closet is used, 
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the application is practically unlimited as to the use of 
the three-inch stack. He pointed out that a water closet 
discharged on the fifteenth floor had a greater space in 
the stack in which to operate than would be the case if 
the stack were shorter. Another important point that 
he made was that the entrance into the long stack should 
be made through Y’s instead of fittings of the T-Y type. 

In the discusion which followed it was brought out that 
the whole scheme was based upon clustering fixtures 
closely around a stack and that wherever there is a con- 
siderable length of horizontal waste, the fixtures should be 
vented separately, apart from what he termed “yoke” 
venting. 


IS PLUMBING A HEALTH OR AN ERECTION PROJECT? 

HERE seems to be a difference of opinion as to 
twas plumbing should be considered an erection 
or a health project. To the A. S. S. E. this question 
seems important. Various members spoke at some length 
on the subject. J. J. Crotty placed the chair in charge of 
J. R. Walker, secretary, of Waterbury, Conn., while he 
expressed himself forcibly on the subject of plumbing as 
an erection or a health project. 

“In 1846,” said he, ‘‘medical gentlemen tabooed the 
bath. In 1846 there was a law in the city of Boston which 
said that a man could not have a bathtub in his house. 
The medical profession forbade the use of a bathtub. 
Lead a doctor to a plumbing system; the average doctor 
would look at it simply as a set of pipes. There is no 
excuse for indifference on this subject. I know that if you 
live in an atmosphere charged with sewer gas your 
vitality will be sapped. To show that plumbing is a health 
project is one of the best movements this society has ever 
undertaken. Among the most important safeguards of 
public health is the plumbing inspector.” 

A. W. Barnes, of London, explained that in England the 
plumbing inspector is compelled to report conditions to the 
medical officer of health, and he must take action to see 
that whatever is defective in a plumbing system must be 
put right. He can carry his complaint to the police court, 
if necessary. It is the duty of the sanitary inspector in 
England to see that the water supply is pure. 

Keith McAfee, manufacturer’s representative of Cam- 
bridge, O., gave a report of a recent meeting of the ad- 
visory committee representing the manufacturers of 
sanitary pottery, called recently by the Department of 
Commerce. Various branches of the plumbing industry 
were represented. Among the many projects taker up by 
this committee was that of making concise definitions for 
defects in sanitary pottery. There has been a looseness 
of terminology with reference to pottery defects and it is 
proposed to use a set of terms which all will understand 
to mean the same thing. Various types of closet bowls 
were defined and the methods of grading were outlined. 
On all bowls shall appear the name of the manufacturer 
and the words ‘‘Made in America.” 

W. J. Yackley, Dayton, Ohio, threw some light on the 
subject of defective bowls when he stated that in 1925 
his city installed over 1,000 water closet bowls and that 
during that time they found only twenty-seven that were 
defective. Some of them would stand a water test but 
would not stand a smoke test. 

L. L. Smith, of Kohler Co., Kohler, Wis., presented @ 
wealth of valuable information about water supply in 
rural communities. He mentioned several surveys that 
had been made. In one instance it was found that 32 per 
cent of the farm homes in a certain area had running 

(Continued on Page 67) 
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ARCO 


WATER REGULATOR 


will increase 
your profits! 


This letter is 
making money 


for many 
heating 


contractors 


Try it at our expense 


HUNDREDS of heating contractors are 
proving that an interesting letter on Arco 
Water Regulator sent to prospects at just 
the right time often makes a sale that 
would not otherwise come. 


We'll make it easy for you to try the 
same plan. If you will furnish us with 
a list of names and a supply of your let- 
terheads we will print the letter, fill in the 
names of the prcspects, address and stamp 


the envelopes and mail the letter direct to 
your prospects or send them to you So that 
you can mail them locally, if you desire. 


If you want to take advantage of this free ser- 
vice all you have to do is to send us the names 
and letterheads, or give them tothe Arco salesman. 


Remember that every owner who experiences 
the benefits of an Arco Water Regulator becomes 
your booster. He is freed forever from the nui- 
sance of taking care of dampers and his home is 
always at the right temperature. 


THE ARCO WATER REGULATOR 


is one of many heating accessories made and guaranteed by 


AMERICAN RADIATOR COMPANY 











816 So. Michigan Ave. 


Specialties Department 


Chicago, Illinois 
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Honeywell Type ‘‘A’”’ 
Masterstat accepted 
and listed as Standard 
by Underwriters’ 
Laboratories, Inc., 
June 23, 1926. 


The report of Underwriters’ Laboratories, 
Inc., accepting and listing the Honeywell 
Type “‘A’’ Masterstat as standard confirms, 
with a certain finality, Honeywell’s claims as 
to the control and safety features of this 
mechanism. 


“This device is positive in operation, sensitive 
in response to changes in temperature or 
steam pressure, and reduces to a minimum 
the possibility of firing into a dry boiler, or of 
creating excessive pressures or temperatures 
in the boiler to be controlled.’’ (Excerpt 
from Report of Underwriters’ Laboratories, 
Inc., dated May 18, 1926). 


The Masterstat affords positive safety against 
firing dry boilers. It limits steam pressure 
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Honeywell’s Latest 
Automatic Oil Burner Control 


and Shut-Off 


Cy 


The MASTERSTAT 


on steam installations, water temperature on 
hot water installations, casing temperature on 
warm air installations, and permits vacuum 
range on vapor installations. It has no 
floating period; and is positive protection 
against its own possible failure. 


Any range of temperature or pressure can be 
had by the setting of the movable hands. 
By limiting the heater temperature or pres- 
sure, economy in fuel consumption is affected. 


‘It is significant that those manufacturers 


who adopted the Masterstat in an experi- 
mental way when it was first introduced have 


continued to employ it as original factory 
equipment. 


Send for free illustrated wall hanger with comp- 
rehensive descriptive data regarding the Masterstat. 


Honeywell Heating Specialties Company 
Wabash, Indiana 


~ HONEYWELL 

















Vast hydraulic mining operation on Singkep island makes a big hole in the hillside. 
south end of the Malay peninsula. 


Galloway Photo 


This is one of a series of picture stories on 


the Manufacture, Use and Handling of 





















This is one of several tin mines off the 
This small part of the world is the chief source of tin 

















YHY did our grand- 
fathers have to be 
satisfied with the Sat- 

urday night bath, laboriously 
prepared and taken in an old 
wooden tub? There was more 
pure water per capita then 
than there is now, but the 
crude products for making 
faucets were not readily 
available then, neither did we 
Possess the scientific knowl- 
edge necessary in the making 
of the modern American 
faucet, of which the plumbing 
trade should be very proud. 

Above is illustrated a tin 


MINING 





Interior of a copper mine 
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mine in a far-off land. Our 
metal statistics show that 
great quantities of tin cross 
the oceans, and much of this 
doubtless goes into the mak- 
ing of faucets that add to the 
comfort, health and con- 
venience of the American 
people. 

What is the price of the 
modern bath? Years ago it 
was beyond the purse of the 
metropolitan club man. But 
today, we have these con- 
veniences because we can get 
the products of mines of tin, 
copper, and other metals. 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 238 





Bank part of your 
coal money this winter 


Y HAVING your heating plant put in 
first-class working order. A leaky boiler, 


or a boiler with rust and scale in it, wastes 
fuel. Piping not insulated, or where insulation is 
worn, wastes heat. The proper use of a boiler 
compound will clean out rust and scale and repair 
leaks. Replacing insulation will save fuel. Just 
telephone and we'll send a competent man. It 





Ask for a 


free copy of will be good economy. Your heating plant will 
"eae or operate more efficiently. 

) 
the Bath.” 


You'll find it 


beter torent (In this space your Name, 


— it isn’t Telephone, and 
advertising. Address) 
It’s really a 

story. 








Advertising—A Short-Cut 


DVERTISING is a short-cut because in effect it is a multiplication 
A of the efforts of the business manager. It puts the sales message he 
has prepared before more people in one day than he could possibly call 
on in a year. It arouses their interest, it develops inquiries from those 
actually interested and so permits the business manager to spend his 
time calling on those to whom there is the greatest chance of selling. 
It speeds up the growth of a business. Commence using the Advertising 
Editorials this week. Only $4.20 for twelve illustrations. All you have 
to do is clip the copy and hand it to your newspaper. Send in your 
order today. 

A number of men use the copy which appears on this page, without 
using the illustrations. That’s why it is here—for such use as our 
readers may care to put it to. Start this week. 
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ALES LETTER 
One a Week—No. 75 


Now is the time to keep after those whose 
heating plants you have installed in past sea- 
sons, and after others whose plants you 
know ought to be gone over. Send out the 
letter below to heating customers. 


j oO ft N BROWN 
Plumbing : Heating 
Two Rivers, N. Y., 
October 9, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Whatever fuel you may burn this winter, 
it will pay now to have your heating plant 
gone over. Even a small leak in the boiler 
causes waste. So do rust and scale in the 
boiler. 

If not allowed to run too long, such trou- 
bles may be corrected almost magically by 
the proper use of a boiler compound. Ata 
small cost you can avoid later and much 
more expensive repairs. 

Insulation of pipes ought to be inspected 
at this time, too, because of the great part 
insulation plays in conserving heat. Unin- 
sulated, or poorly insulated piping causes 
great waste of fuel. 

Care of little things at the beginning of 
the heating season will make itself felt very 
prominently in the total amount you spend 
for coal during the winter. 

Just telephone and permit us to send a 
competent man to make an inspection and 
put your heating plant in first-class condition 
to meet the needs of the cold weather eco- 
nomically. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 96 


HE ADLET, like the Advertising Editorial, 

is a short-cut in getting your sales message 
before more people than you can hope to call on 
personally. It is as carefully merchandised—it 
covers the same topics—as the larger advertise- 
ment and the sales letter. It is always timely, 
dealing with live issues. Just copy out the 
one below, add your name, telephone and ad- 
dress, and hand it to your local newspaper. Ad- 
vertise—it’s the short-cut to bigger business. 


| 











Save Coal Money 
By having your heating plant gone 
over now, leaks repaired, scale and 
rust removed and insulation and air 
valves inspected. Just telephone. 
We'll send a competent man. 
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PiEPCF MARK 


Ask em to buy! 


HE ONLY MANU- 

FACTURER making 
the complete line of Heating 
Boilers from the tiniest Tank 
Heater, through the range 
covered by Cast Iron Heat- 
ing Boilers of the Round 


and the Square Sectional 
types, up to and including 
the largest sizes of Steel 
Plate Fire Box Boilers. 


We also make a full line of 
Radiators. Packless Radiator 
Valves of superior quality, Pres- 
sure and Altitude Gages, and 
Hot Water Thermometers, are 
all made in our own factories. 


Mention Domestic ENGINEERING when writing advertisers. 
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A New Arrival= 
in the Flexitite Family 


HE Flexitite Disc gate valve line has proven so 
popular that an addition has been made to the 
family. It is a Rising Stem type valve and users can 


tell ata glance whether it is closed or open. 


In addition this new valve has 
all the features which have 
brought such great approval and 
demand for Flexitite Disc Gate 
Valves. It shuts off tight. Clos- 
ure is positive. Thick body 
section—large diameter stem 
throughout—non-heating malle- 
able iron handwheel and packing 
gland. 





Ask your wholesaler to show you 
this new Rising Stem Flexitite 
Disc Gate Valve. Or shall we 
send you the complete story? 


O-B Brass Valves 


are made in the following styles: 


Flexitite Disc Gate Valves Packless Graduated, No. 35 
125 lb. Standard Non Rising Union Elbows, No. 45 





Stem No. 20 Globe, Angle and Check 
125lb, Standard Rising Stem Valves 
No. 21 Renew- 
‘ . = Brass able 
100 Ib. Light Standard, No. 25 Disc Disc 
; 150 lb. Standard — No. 10 
Radiator Valves 125 Ib. Standard, No.1 No. 15 
Flexitite Disc, Gate, No. 50 100 lb. Light Std..No.1% — 
Steam, No. 30 Competition, No.2 No.3 
Hot Water, No. 40 Lock and Shield, No.5 No.5 
No. 21 Line Ohio B Sem Sectional View 
Rising Stem Flexitite Disc ~~ vont on aad No. 21 Line Rising Stem 
Gate Valve emai - Flexitite Disc Gate Valve 
Patented — Patented 


PORCELAIN 


4 
INSULATORS 
LINE MATERIALS 
RAIL BONDS 
@ } CAR EQUIPMENT 


MINING 
MATERIALS fo 


VALVES 
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A Recommended Oil Burner Ordinance 


Suggested rules formulated by the 
Chicago Oil Burner Assoctation 


of oil burner manufacturers, salesmen, tank and 

accessories men, has been in existence for about a 
year and a half. It has done a good many things in that 
relatively short time for the benefit of the oil burner 
industry. 

At a recent meeting there was released to the public an 
ordinance suggested by the Chicago Oil Burner Associa- 
tion and recommended by the Chicago Board of Under- 
writers for regulating the construction and use of oil 
burning equipment, and the storage and use of oil fuels 
that are used in oil burners. 

“Domestic Engineering’ has received many inquiries 
for model oil burner ordinances. The following ordinance 
is the result of a great deal of study and experimentation 
and is submitted for consideration to those who have such 
an ordinance in prospect: 

AN ORDINANCE REGULATING THE CONSTRUC- 

TION AND USE OF OIL-BURNING EQUIPMENT 

AND THE STORAGE AND USE OF OTL FUELS 

USED THEREWITH 

Be it ordained by the president and board of trustees of 
eS SOor eee en ERE LEE EE Ee. 
Section 1. General Requirements. 

(a) Oil used for fuel under this ordinance shall be a 
topped or distilled oil having a flash point of not less than 
100 degrees F., closed cup tester. 

(b) In determining the flash point, either the Elliot, 
Abel, Abel-Pensky or Tag closed testers shall be used, but 
the Tag closed tester (standardized by the United States 
Bureau of Standards) shall be authoritative in case of 
dispute. In such cases the tests shall be made in accord- 
ance with the methods of tests as adopted by the Ameri- 
can Society for Testing Materials. 

(c) An oil-burning system shall consist of all equip- 
ment connected to the burner and located within the 
building, including auxiliary supply tank and provisions 
for filling same, piping, burner and all accessories. 

Section 2. Material and Construction of Outside Under- 
ground Tanks. 

(a) Underground tanks shall be constructed of galvan- 
ized steel, basic open hearth steel or wrought iron of a 
minimum gauge (U. S. Standard) depending upon the 
capacity as given in the following table: 


TT Chicago Oil Burner Association, an active group 


TABLE 

Capacity (Gallons) Minimum Thickness of Material 
1 to 285 16 gauge 
286 to 560 14 gauge 
561 to 1,100 12 gauge 
1,101 to 4,000 7 gauge 
4,001 to 12,000 % inch 
12,001 to 20,000 5/16 inch 
20,001 to 30,000 3% inch 


(b) Joints and Connections. 

All joints shall be riveted and caulked, brazed, welded 
or made by some equally satisfactory process. Tanks shall 
be tight and sufliciently strong to bear, without injury, 
the most severe strains to which they may be subjected in 
practice. Shells of tanks shall be properly reinforced 
where connections are made, and all connections made 
through the top of tank above‘the liquid level. 


(c) Venting of Tanks. 

Every tank shall be provided with a vent without traps, 
draining to the tank, All vent pipes shall be of ample 
size to prevent abnormal pressure in case of fire or when 
filling, and in no case to be less than one inch pipe size: 
such vent pipes shall have the lower end extend through 
the top into the tank for a distance of not more than 1 
inch. Outer ends of vent pipes shall be provided with 
weatherproof hood, screened to prevent obstruction by 
insects and terminating at a point outside of the building, 
preferably not less than 3 feet measured horizontally or 
vertically from any window or other building opening. 

(d) Filling Pipe. 

Filling terminal shall be equipped with a locking type 
cap and shall be at least six inches above ground level 
to prevent water infiltration, unless installed in a counter- 
sunk fill box. The filling pipe shall in all cases terminate 
outside of the building and shall be as remote as possible 
from doorways or other building openings. 

(e) Test Well or Gauging Device. 

A test well or gauging device shall be installed and 
so designed as to prevent the escape of oil or vapor within 
the building at any time. Glass gauges of a type that 
would permit the escape of oil, if broken, shall not be per- 
mitted. Test wells outside of building shall be provided 
with lock to prevent tampering. 

(f) Setting of Tanks. 

Tanks shall be buried with tops not less than two feet 
below the surface of the ground, and below the level of 
any piping to which the tanks may be connected, except 
that in lieu of the two-foot cover, tank may be buried 
under twelve inches of earth and a cover of reinforced 
concrete at least six inches in thickness, which shall ex- 
tend at least one foot beyond the outline of tank in all 
directions; concrete slab to be set on a firm, well-tamped 
earth foundation. Tanks shall be securely anchored or 
weighted in place to prevent floating where conditions 
warrant. 

Where a tank cannot be entirely buried, it shall be cov- 
ered over with earth to a depth of at least two feet, and 
sloped on all sides, slopes not to be less than 3 to 1. Such 
eases shall also be subject to such other requirements as 
may be deemed necessary by the inspecting officer having 
jurisdiction. 

If tank cannot be set below the level of all piping to 
which it is connected, satisfactory arrangements shall be 
provided to prevent siphoning or gravity flow in case of 
accident to piping. 

Tanks shall be set on a firm level base and surrounded 
with soft earth or sand well tamped in place. 

Section 3. Inside Underground Tanks. 

When buried underneath a building, the tanks shall be 
buried with top of tanks not less than two feet below the 
level of the floor. The floor immediately above the tanks 
shall be of reinforced concrete at least six inches in thick 
ness (for tanks of 1,500 gallons or less, four inches in 
thickness), or some other type of construction of equiva 
lent strength and fire resistance, extending at least one 
foot beyond the outline of tanks in all directions, and pro- 
vided with ample means of support independent of any 
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Your time- anywhere. saved 
in Birmingham 
















No effort is too great to insure saving your time 
and money on the job by supplying perfect pipe 


fittings. 


Forty-six inspections and tests are not enough to 
insure the perfection you are accustomed to expect in 
Stockham Fittings. The illustration shows a load of 
malleables on the scale—it’s getting a final “look-over” 
before going into stock. 


It’s the forty-seventh reason why all the Stockham 
Fittings—screwed, flanged, and drainage, cast iron or 
malleable—are strong, have perfect threads and cham- 
fered faces, perfect alignment, accurate flanges and 
good finish. It’s the final reason why your time and 
money are saved for you in Birmingham. ; 


All Stockham Fittings are sold through your friend, 
the jobber. He is the most dependable and economi- 
cal means of supplying you. 


STOCKHAM 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALABAMA 


Write for our 
complete catalog 


Buy from 
YOUR JOBBER 


Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL. 


STOCKHAM FITTINGS 
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tank. All provisions applying to outdoor underground 
tanks shall apply to inside underground tanks except as 
provided above. 

Section 4. Inside Storage Tanks. 

Inside storage is regarded as much more hazardous than 
outside storage. Where used, the following requirements 
shall be rigidly applied: 

Setting and Enclosing of Tanks 

(a) Tanks shall not be located above the lowest stor- 
age cellar or basement of building. 

(b) Tanks shall be located below the level of any pip- 
ing to which they may be connected, or if this is im- 
practical, satisfactory arrangements shall be made to pre- 
vent siphoning or gravity flow in case of accident to the 
equipment or piping. 

(c) Tanks shall be set on a firm foundation designed 
to carry the load. 

(d) Steel tanks of over 275 gallons capacity shall be 
completely enclosed with reinforced concrete not less than 
12 inches thick or its equivalent, with at least a 6-inch 
space on sides between tank and concrete filled with sand 
or well tamped earth and with 12 inches of sand on top 
of tank, either between tank and concrete slab or above 
concrete slab. Storage inside building shall not exceed 
5,000 gallons, 

Note: No open spaces shall be permitted around tanks 
as such spaces may form pockets of explosive vapor. 
Section 5. Auxiliary or Service Tanks. 

(a) Auxiliary supply tanks may be of the gravity or 
pressure type if suitable automatic safeguards to prevent 
abnormal discharge of oil at the burner are provided. No 
such tank shall have a capacity of more than 60 gallons. 

(b) If located within a building, tanks shall not be 
within 10 feet, measured horizontally from the boiler. 

(c) Gravity or pressure tank shall be substantially and 
rigidly installed on incombustible supports in such a man- 
ner as to insure protection against mechanical injury. 

(ad) Tanks for systems under pressure shall be designed 
for six times the maximum working pressure and be tested 
and proven tight at twice the maximum working pressure; 
maximum working pressure shall not exceed 50 pounds. 
Tanks shall be provided with a reliable pressure gauge and 
an automatic relief valve piped to discharge outside of the 
building. 

(e) Gauging devices or test wells, the breakage of 
which would permit the escape of oil or vapor within the 
building, shall be prohibited. 

(f) Auxiliary tanks shall be filled by pumping from 
storage tank, or if gravity or pressure tank contains the 
entire storage, fill and vent pipes shall extend to, and ter- 
minate outside the building, as provided hereinbefore, and 
in such cases tank shall be so installed that in case of over- 
flow, oil will not enter building. 

(g) Manually operated oil pump used in filling auxil- 
iary tank from the main storage tank shall be of approved 
type, secure against leaks, with check valves located as 
close to pump as convenient. Pumps shall be tightly fas- 
tened in place. 

Automatic Pumps. 

Oil pump used in filling auxiliary tank from the main 
storage tank shall be of approved type secure against 
leaks, with check valves located as close to pump as con- 
venient. Pumps shall be rigidly fastened in place. 

Automatic pumps not an integral part of the oil burner 
shall be of an approved type, preferably, provided with 
automatic means for preventing continuous discharge of 
oil in case of pipe breakage. 

Section 6. Piping. 

(a) Standard, full weight, wrought iron, steel or brass 

pipe with substantial fittings shall be used and shall be 
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carefully protected against mechanical injury in a manner 
satisfactory to the inspecting officer having jurisdiction. 
In all piping systems proper allowance shall be made for 
expansion and contraction, jarring and vibration. All 
joints shall be made with litharge or shellac. 

All piping shall be separated from electric wires not 
enclosed in approved conduit, raceways or armored cable, 
by some continuous and firmly fixed non-conductor creat- 
ing a permanent separation, as provided in the National 
Electric Code or any code locally in force. 

(b) Supply pipe shall be not less than one-fourth inch 
in diameter, iron pipe sizes, and when oil is pumped to 
the burner, return pipes shall be at least the same size. 

(c) Pipe connections to tanks shall be suitably rein- 
forced and proper allowance made for expansion and con- 
traction, jarring and vibration. 

(d) Openings for pipes through masonry walls below 
the ground level shall be made oil and water-tight and 
securely packed with flexible material. 

(e) All connections shall be made perfectly tight with 
well fitted joints. Unions shall be used at burners to 
facilitate removal. All unions shall be of approved type, 
having conically faced joint, without the use of packing 
or gaskets. 


(f) Piping shall be run as directly as possible, and in 
the case of pumping systems, so laid that if practicable the 
pipes are pitched back toward the storage tank without 
traps. 

(g) Systems under pressure shall be designed for six 
times the working pressure and installation when complete 
shall be tested and proven tight at twice the maximum 
working pressure. 

Section 7. Valves. 

(a) Readily accessible valves shall be provided near 
each burner and also close to the auxiliary tank in the 
pipe line to burners. 

(b) Control valves shall be of approved type provided 
with stuffing box of liberal size, containing a removable 
cupped gland designed to compress the packing against the 
valve stem and arrange so as to facilitate removal. Valve 
shall be designed to close against the supply, and to pre- 
vent withdrawal of stem by continued operation of the 
handwheel. The use of packing affected by oil or heat is 
prohibited. 

(c) Emergency Control. 

Means for the remote control of the flow of oil through 
the burner should be provided for use in emergency and 
a sign indicating its purpose should be located at the con- 
trol device. : 

Note: A switch in the motor supply circuit may serve 
this purpose for an electrically-driven equipment, or a 
quick-closing valve in the oil supply line arranged to be 
operated from a safe location, preferably outside the 
building, may be used. 

Section 8. Burners. 

(a) Before the installation of any oil burner, it shall 
be submitted to the fire marshal for approval. Only such 
burners as he approves shall be permitted for installation. 
On account of the expense of making adequate investiga- 
tions of the safety of all types of oil burners, the fire 
marshal may accept the findings of some properly qualified 
body equipped for experimenting, testing, inspecting the 
run of goods at the factory and service value determina- 
tion through field inspections and whose findings are sub- 
ject to appeal to the Bureau of Standards. 

Section 9. Dampers. 

Dampers which may entirely close the chimney uptake 
are prohibited. Damper area should be carefully deter- 
mined in each case, but in no case shall it be greater than 
80% of the internal cross-section area of the uptake. 
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Eliminate Service 
Call Losses! 


Because the Penberthy Automatic 
Celler Drainer is 100%, trouble-proof, 
there is a minimum loss of profit from 
service calls. Once installed, the Pen- 
berthy Model ‘“‘R”’ runs automatically; 
a steady and efficient drainer for use in 
factories, warehouses, elevator pits, ex- 
cavations or residences. 

Write to your jobber for full particulars 
about prices and profits. He will be 
glad to show you where and how you can 








gain additional profits. 


PENBERTHY INJECTOR COMPANY 


1260 Holden Avenue 
Detroit, Michigan 


Canadian Plant: 
Windsor, Ontario 









































October 9, 1926 


It is recommended that where automatic operation is 
provided by means of a room thermostat, the installation 
should be equipped with an additional thermostatic con- 
trol to prevent abnormal water temperature, abnorma] 
steam pressure or over heated hot-air furnace ducts. Such 
automatic shut-off device should be so arranged that it 
must be reset manually. 

Section 10. Instruction Card. 

A card giving complete instructions in regard to the 
care and operation of the system shall be permanently 
posted near the apparatus. 

Section 11. Permit Required. 

No person, firm or corporation shall install any oijl- 
burning system or storage tank for the use thereof, with- 
out having obtained permit therefor. 

Section 12. Application for Permit. 

The application for such permits for the installation of 
any oil-burning system and storage tank for the use 
thereof, shall be made to the City Clerk and shall con- 
form to the general provisions of the ordinances of the 
municipality relating to applications for permits and shall 
specify the location or place in which it is proposed to in- 
stall such oil-byrning system and such storage tank for 
the use thereof, the name of such oil-burning system and 
the construction of storage tanks or other containers to 
be used therefor. 

Every such application shall be approved by the fire 
marshal of the municipality before a permit shall be 
issued. 

Section 13. Permit Fee. 

For each application for permit there shall be accom- 
panied a fee of $3.00 for the installation of each storage 
tank and $2.00 for the installation of the oil burner to 
cover the cost of inspection of installation. 

Section 14. Fire Marshal to Enforce this Ordinance. 

It shall be the duty of the fire marshal to enforce all 
of the provisions of this ordinance and he shall have full 
power to pass upon any questions arising under the limita- 
tions contained herein. 

Section 15. Penalty. 

Any person, firm or corporation that violates, neglects 
or refuses to comply with or resists enforcement of any 
of the provisions of this ordinance, shall be fined not 
less than $25.00 nor more than $200.00 for each offense, 
and every such person, firm or corporation shall be deemed 
guilty of a separate offense for every day on which such 
violation, neglect or refusal shall continue. 

Section 16. 

All ordinances and parts of ordinances in any manner 
in conflict herewith are hereby repealed. 
Section 17. 

This ordinance shall be in full force and effect from 
and after ten days after its passage, approval and publi- 
cation in accordance with law. 


President. 
Attest 
Clerk 
Ee a Se 192 
Approved, . ; .... suns a 108... 





A new central heating plant is being installed at the 
Kansas State Soldiers Home, Fort Dodge, Kansas, at an 
approximate cost of $58,000. 

The Museum of Fine Arts, Boston, Mass., has awarded 
the contract to L. P. Soule & Son, 80 Boylston street, for 
a 3-story stone school on Evans way, that city. Plans 


| were prepared by Guy Lowell, 12 West street. 
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ALPHA CONTAINS 
MORE COPPER 
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LPHA 
Lass Pip C ene 


Position 


RASS pipe has been made 

for many years by casting a 

solid billet and piercing it 

to form a shell, which is then 

drawn down tosize. This is called 

the “Piercing” process. But brass 

having much over 60 per cent 

copper cannot be pierced and that 

is why ordinary brass pipe has 

never contained more than 60 per 
cent copper. 


LPHA has more copper and more lead 
than the usual brass pipe. Morecopper 
raises its resistance to corrosion and makes 
it more ductile and tough. More lead makes 
it easier to cut the clean and perfect threads 
so essential to leak-proof connections. 
Alpha has a superior surface finish and 
canbe bent cold without collapsing. Every 
length is trade-marked twice and we guar- 
antee it against season cracking. 


Chase Companies, Inc., Waterbury, Conn. 


Please send me free of charge a copy of your book 


LPHA brass is cast in tubes 
instead of in solid billets 
and so we do not have 
to use the piercing process. Conse- 
quently, we can use all the copper 
necessary to give the best results. 
The mixture we have chosen has 
10 per cent more copper than the 
old process will allow, and that is 
why Alpha brass pipe has proper- 
ties that ordinary brass pipe 
cannot have. 


CHASE COMPANIES 


INCORPORATED 
WATERBURY, CONNECTICUT 
Chase Metal Works Chase Rolling Mills 

STOCKS ; 
Chase Brass Companies, Inc., New York. 
Chase Companies of New Jersey, Newark. 
The Ohio Chase Company, Cleveland, 
Chase Companies of California, San Francisco, 
s Angeles 
OFFICES 
Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta 
MembersCopper and Brass Research Association 








on Alpha Brass. 





Address 
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Essex No. 19 
Steam Boiler 


~ (pictured) 


The Essex pictured with its 

deep firepot, large heating sur- 

faces and long flue travel is a 

heater universally liked. Gener- 

ous fire door; large ash pit; 

simple, durable triangular pat- 

tern grates, large steam space 

' all recommend it to the pro- 
gressive contractor. 





**Comforts of Home’’ 


There’s No Substitute 
for a Gurney Boiler 


That is just the impression gained from 
the opinions of those using Gurney Heaters. 
They suit the practical economical mind. 


Address the question, ““Have you a Gur- 
ney Heater?’’, to a man, and if he has you 
will get a story that will prove a fine selling 
aid. 


Two or three installations will start a 
neighborhood toward Gurney Heaters. They 
are easy to sell and easy to install. They 
deliver a maximum of heat at a minimum of 
expense. 


Send for Booklet 


(GURNEY HEATER MFG (OMPANY 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 
Gurney Heater Co., Inc. Gurney Heater Mfg. Co, Gurney Heater Co., Inc. 


New York Richmond, Va. Philadelphia 


Manly St. Cor. Anable Ave. 418 East Main St. 108 North 17th St. 
Long Island City 


Mention Domestic ENGINEERING when writing advertisers. 
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Comfort Stations for Motorists 


(Continued from page 20) 


gasoline companies and get their reactions or sentiments 
on this need of larger and better comfort station con- 
yeniences on highways. 

“5 —-That the attitude of the said officers should be 
ascertained relative to whether they would co-operate to 
the extent of welcoming the construction of enlarged com- 
fort facilities in connection with their oil stations, pro- 
vided the cost of same was defrayed by public funds 
secured by special state legislation or through municipal 
channels. 

“§.—That the question of whether it would be possible 
to secure legislation in behalf of such public comfort 
station should be submitted to some state senator or rep- 
resentative living in the district in which a local associa- 
tion of master plumbers is situated. 

‘It is undoubtedly important that an organized and 
high-pressure campaign be started to secure a sufficient 
number of comfort stations, adequately equipped, and 
since these things are necessities and not luxuries, as all 
health authorities assert, and of genuine benefit to the 
public, they should be provided, if possible, by state 
funds or municipal money, and not private funds. Legis- 
lation, appropriating money for this purpose, it would 
seem, could certainly be procurable, it a really deter- 
mined and well organized fight were waged to procure 
such legislation.” 


OPINION OF VETERAN SANITARY CHIEF 


HAS. B. BALL, chief sanitary inspector, department 
+ of health, Chicago, who has been in contact with 
plumbing and sanitary problems for many years and is 
well known in the field, not only in Illinois, but other 
states, declared that the need of comfort stations for the 
automobile public has been solved to some extent in Wis- 
consin where legislation was passed within recent years, 
making it obligatory on the part of towns and cities of 
10,000 population and upwards, to provide ample toilet 
facilities. . 

“T am inclined to think,’’ said Mr. Ball, “that legisla- 
tion compelling cities and towns to erect comfort stations 
in the interests of public health, might be obtainable. 
particularly in view of the fact that our neighbor Wis- 
consin has been progressive enough to take the lead in 
this direction. The comfort station situation on public 
highways is indeed acute and the problem is increasing 
as auto traffic increases, year by year. There is no doubt 
that some concerted action should be taken to remedy this 
condition which is certainly not tending to conserve the 
health of the motoring public.” 


The county commissioners of Cook County, Illinois, 
took a forward step in the matter of providing fairly good 
comfort stations for motorists, when in 1925 they appro- 
priated money to build sixty more small stations of frame 
construction in the forest preserves, which cover forty 
Square miles on the western outskirts of Chicago. Alto- 
gether eighty of these comfort stations are in existence in 
the preserves, a large number of which have septic dis- 
posal systems. The maintenance of these comfort stations 
is attended to by county employes assigned to the forest 
preserves, and while these stations are not as modern nor 
as complete as they might be, they are nevertheless ap- 
Preciated by motorists and are a step in the right direc- 
tion. Municipal and state authorities might well emulate 
the commissioners of Cook County in this respect and 
strive to accomplish something along the line of comfort 
Stations on public highways. 
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An EXCEL UNION makes up right 
and stays light. 


And not just one or two out of every 


dozen but every EXCEL UNION will 








do the same thing. 
In fact EXCELS will do everything 


that you can reasonably expect of a 
union and do it dedéer. 
Try ’em! 


PROVIDENCE FITTINGS CO. 


7 Water St., Boston, Mass. - New York Office: 210 E. 45th St. 


The Red Top 
Pressure System. of 
Hot Water Heating 


uses the 
ned fop jrelie? Valve 
the only 
water relief valve 
APPROVED 
by the Underwriters’ 


Laboratories 


MADE BY 


NEPTUNE METER CO 
5O EAST 42 ND. ST. — NEW YORK NY. 














Preis Steer. 
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It has to be better! 


The famous bolted joint construction can’t be 
used in toilet seats with any but the finest 
material. 


It is significant that although this bolted joint 
construction is not a secret and the patents 
have long since expired, only the Never-Split 
Seat Company uses it. Jt requires material 
too fine for ordinary seats. 





Never-Split Seats are fashioned in four sections. 
These sections are joined to- 
gether by four bolts concealed 
in the wood. After the bolts 
are in place, they are tight- 
ened so tight that the washers 
sink into the wood. You will 
readily understand that only 
the finest quarter-sawed 
lumber can be used. An 


inferior lumber couldn’t withstand the strain of 
the bolts. 


For greater durability, for longer service, the 
certain Satisfaction of your customers, and the 
up-building of your business, Never-Split is the 
seat to sell. 





NEVER-SPLIT SEAT COMPANY 
Dept. 210, Evansville, Ind., U.S.A 


The Largest Manufacturers of Toilet Seats in the World 
| . 
Never Split 
Woop TOoiLet 
mie Gmnl SEATS Wem 


Mention Domestic ENGINEERING when writing advertisers. 
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THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








SALES AND ADVERTISING MANAGERS TO DISCUSS 
IMPORTANT QUESTIONS AT ANNUAL 
CONFERENCE 
Sales and advertising methods and plans for 1927 will 
pe thoroughly discussed at the sixth annual Sales and 
Advertising Managers’ Conference to be held November 
11 and 12 at the Palmer House, Chicago. 
of securing more public attention for the plumbing and 
heating industries will also be dealt with and a definite 
plan of action submitted for discussion at the meeting. 
Attendance at the conference is not limited merely to 
sales and advertising managers, but is planned to embrace 
everyone interested in developing the plumbing and heat- 

ing industries. 

Reservations may be made direct to the Palmer House, 
Chicago, or through the National Trade Extension Bureau, 
Evansville, Ind. 

The program follows: 

Morning Session—November 11 

Co-ordinating the Sales and Advertising Activities in 
Our Industries. 

(a.) Finding the Logical Market and Getting Publicity 

Coverage in it. 
(b.) Tying-in the Dealer and Contractor to Sales and 
Advertising Effort. 
(c.) Discussion Period. 
Afternoon Session—November 11 
Focusing Public Attention on Our Industries. 
(a.) What Has Been Done by Other Industries and its 
Effect. 
(b.) What Our Industries Can Do to Get Increased 
Public Attention. 
(c.) Discussion Period. 
* Morning Session—November 12 

Charting Our Course for 1927. 

(a.) The Business Problems That T. H. B. is Solving. 

(b.) Making Balanced Management Increase Sales for 

1927. 

(c.) Discussion Period. 

Afternoon Session—November 12 

Injecting More Vigor Into Our Industries. 

(a.) What Enthusiasm Will Do. 

(b.) What the Manufacturer and Wholesaler Can Do. 

(c.) The Manufacturers’ and Wholesalers’ Salesmen 

as an Inspirational Force. 

(d.) Discussion Period. 





NYE TOOL & MACHINE WORKS EXPANDING 

The Nye Tool & Machine Works, 4120 Fullerton avenue, 
Chicago, has just let contracts for a new two-story brick 
addition. The building, which will cost about $45,000, 
will cover a ground area of 12,000 sq. ft., and the work 
will begin immediately. In March, 1925, the present plant 
of the company was completed, and thought to be suffi- 
ciently large for a normal growth, but only eighteen 
months later it was found to be inadequate. 


The problem 


L. C. HUESMANN CALLED BY DEATH 

L. C. Huesmann, president of the Central Supply Co., 
Indianapolis, Ind., dropped dead Thursday afternoon, 
September 2°20, after a sudden attack of heart disease, in 
his 71st year. . He died as he was standing on the steps of 
the Soldiers’ and Sailors’ Monument after participating in 
the Indianapolis First parade. It is believed that exertion 
caused by the long march in the parade contributed largely 
to the fatal attack. Mr. Huesmann had a large circle 
of friends in the trade and was especially well known in 
the Central Supply Association which he had served in 
many Official capacities. He was also a leader in the 
civie, social, business and educational activities in In- 
dianapolis and Indiana. He organized the Central Sup- 
ply Co. in 1902 and was a director of the Indianapolis 
Belting and Supply Co. He also served as president and 
general manager of the Scioto Supply Co., of Columbus, 
Ohio; president and general manager of the Knapp Sup 
ply Co., of Union City, and in similar capacities in sim- 
ilar organizations at Springfield, Ohio, and Canton, Ohio. 
He also took a very active part in the work of the Na- 
tional Trade Extension Bureau. In addition to his many 
public benefactions and interests, Mr. Huesmann was 
known to have had many private charities which he main- 
tained. He leaves a widow and one son, Louis MacDonald 
Huesmann, 20 vears old, a student at the Wharton busi- 
ness school of the University of Pennsylvania. 

NEW SUPPLY COMPANY IN) PHILADELPHIA 

The Southwark Supply Co. has opened a plumbing, heat- 
ing and builders’ supply business at 1118 to 1126 Dickin- 
son street, Philadelphia. P. T. O’Malley, for many years 
connected with the trade, and recently with the Rich- 
mond Radiator Company in the Philadelphia district, is 
president and general manager of the new concern. 
WALWORTH-LALLY CO. BUYS ANOTHER CONCERN 

The Walworth-Lally Co., San Francisco, Calif., has pur- 
chased the Midstate Pipe & Supply Co., Fresno, Calif., and 
has moved its Fresno branch to the building which was 
occupied by the latter company at 434 P street. R. F. 
Carter, formerly president and manager of the Midstate 
Pipe & Supply Co., is manager of the new branch. 


NEW YORK JOBBERS PLAN ANNUAL DINNER 
AND BALL 

The second annual dinner and ball of the Jobbers’ 
Credit Association, New York City, will be held on No- 
vember 6, an announcement from the association’s head- 
quarters, 342 Madison avenue, states. The affair is to be 
held at the Commodore Hotel this year, and close to 1,000 
guests are expected. Those who attended the first annual 
event of the association at the Hotel Pennsylvania last 
year will remember it as one of the gala affairs of the 
season. 


The committee in charge’ includes: Chairman KE. 
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Schwartz of E. Schwartz Plumbing Supply Co., Milton M. 
Goldsmith of Samuel S. Glauber, Inc., Edward Basch of 
Regent Plumbers Supply Co., Inc., A. N. Mendelshohn of 
Dimock & Fink Co., H. H. Nilsson of Crane Co., E. Smolka 
of E. Smolka Plumbing Supply Co., J. Choyke of Ross & 
Choyke, Inc., J. A. Hurley of Pierce, Butler & Pierce Mfg. 
Corp., Israel Zicherman of Kamerman & Co., Inc., and 
C. W. Mitchell of W. H. Hussey & Son. 





MICHIGAN BEATS WESTERN TRADE GOLF ASSOCIA- 
TION IN BATTLE CREEK MATCH 


When members of the Michigan Trade Golf Association 
play golf in Battle Creek, Mich., they play it a little better 
than those who belong to the Western Trade Golf Asso- 
ciation. On September 30 these two organizations sent 
teams from their respective cities to do battle on the 
course of the Battle Creek Country Club. And the gentle- 
men from Detroit had a better balanced team, with the re- 
sult that, on a Nassau scoring system, they beat their 
Chicago opponents 32 points to 22 points. 

This inter-association match proved to be excellent sport 
and great fun. There were 21 players on each team—one 
Chicago man being paired off against one Detroit man in 
match play. One point was awarded on the first nine, one 
on the second and one on the eighteen holes. Interesting 
and exciting contests were the order of the day with each 
player striving to win all three points for his team. And 
while there were naturally some disappointments in the 
results of the individual matches, there were no disap- 
pointments in the whole idea of such a team match be- 
tween organizations. It was the unanimous opinion that 
this Detroit-Chicago tournament become an annual affair. 

Considerable credit for the smooth-running success of 
the meeting is due J. A. Galloup, Battle Creek member of 
the Western Trade Golf Association. Mr. Galloup met 
the special car in which the Chicago team came to Battle 
Creek, was host at a breakfast for the whole team and a 
few of the early arrivals from Detroit, supplied transpor- 
tation to and from the club and, in general, left nothing 
for the bunch to do but play golf and enjoy themselves. 
The friendly joking and good fellowship which prevailed 
were evidence that they all did that. 

Aside from the glory in victory, several nice prizes 
compensated the better shooters for their efforts. A. E. 
Norman, Jr., of Chicago, displayed the best golf of the 42 
players, shooting a beautiful 75 on a course which exacted 
more than their usual number of* strokes from many of 
the men. He won for that a leather duffel bag, and then 
to prove again that to the victor belongs the spoils, won 
the blind bogey prize of two Kroflite irons. 

The Michigan association presented a number of iron 





clubs as prizes, one of which was awarded in the order 
named to: W. E. Mosher, H. H. Hughson, J. E. Hei:berd, 
H. J. Taylor, W. B. Johnston and Chas. Kantzler. 

The dinner at night was a jolly affair, with the an- 
nouncement of the result of the match, the awarding of 
prizes, and many comments about the day’s sport. FE. M, 
Decker, president of the Michigan Trade Golf Association, 
presided and declared unanimous the many motions of 
thanks, congratulations and arrangements for future 
matches of the same sort. C. E. Beery, president of the 
Western Trade Golf Association, expressed the feeling of 
all the Chicago men that it was possible to take pleasure 
even in defeat when all the accompanying events of the 
day were such an unqualified success. The following 
results of the individual matches show why Michigan 
took pleasure: 


Michigan Trade Western Trade 


Player Points Player Points 
PROGR: coe iiss eee 0 |) a eee 3 
OT | 0 DN is ss basen an sae 2 
RO ee eee 2 Ree 0 
BREE KS 8edaS ew arate 2 Houghteling ........ 1 
a aS Se eer errr 3 2) 0 
ee a ee 3 BRIGWID. i06 ccescsivis 0 
PRO a doar mavieln 3 SPO a Sia bie a wie be 0 
ap 0 ARTS Re are ee 0 
NN: cwewsewa ceie.s 2 a 0 
i, Sere er 0 i ee ane 3 
ee err 0 ft a ee 3 
EOWIOE oda wis ddwinrsees 0 SOIR iissie oi Wc wor se ws 2 
MGDGUBAL. 2... 0s000% 3 NS ah 4 Spo 056 16'S 44 so uo 0 
i eer re 2 re 0 
WIN ic <nwseescceaw 2 a a 1 
EE 6s bar cba eke 2 oO Pre eee 0 
Armetron@. .« «...5<6%« 3 a 0 
[woods keeles 0 Se ere 3 
ote | nana Seg 3 cs. Or eee ree 0 
a Pre ere 0 DE “hevdenecdudenecae 3 
EROT o.5.os sstndaowee 2 a ere ees 1 

WO Nitaaneeaee 32 OS 22 





N. J. SALESMEN COMPLETE PLANS FOR PARTY 

Final plans for the big get-together “pow-wow’”’ of 
the New Jersey Chapter No. 1, National Association of 
Plumbing and Heating Salesmen, are now completed, the 
executive committee reports. The meeting, which is 
scheduled for the evening of October 15 at Achtel-Stetters 
restaurant, Newark, N. J., is to be attended by manufac- 
turers, wholesalers, salesmen and plumbing and heating 


,contractors, and will include a dinner. William G. Berg- 


ner, secretary-manager of the Trade Extension Bureau; 
Walter A. Grub, president of the New Jersey State Asso- 
ciation of Master Plumbers, and Charles W. Wanger, 
president of the Woodward-Wanger Co., Philadelphia, are 
to be the principal speakers. 





—— 








Left to right: Frank B. Hackett of Western Trade; Ward Hillman of Michigan Trade; F. J. Bond of Kalamazoo, who played 
with the Western Trade; E. M. Decker, president Michigan Trade; C. E. Beery, president Western Trade; J. A. Galloup of 
Battle Creek, member of Western Trade and host of the day; M. S. Good of Western Trade, and W. E. Mosher of Michigan 
Trade, at the match between the Michigan and Western Trade Golf associations, at Battle Creek, Mich., September 30 
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‘Vouscan attract New Customers 
‘and win New Friends 


by recommending the Republic Two-Way Service Control 
Bath and Shower Fixture “No. 1230-C 








Copyright 1925 
Registered 
U.S. Patent Office 
February 9, 1926. 





















The Republic Two-Way Service Control Bath 
and Shower Fixture No. 1230-C is easy and 
inexpensive to install. And no utility closet is 
necessary in its installation. 


HE American public have accepted the idea 
of beautiful bathrooms and modern sanitary 
conveniences in the home as they have accepted 
the motor car as a means of transportation. 
Ask your jobber for details of our offer of a 
specially constructed show room Display Board 
with a Republic Two-Way Service Control Bath 
and Shower Fixture No. 1230-C mounted thereon. 
The REPUBLIC BRASS CO., Cleveland, Ohio 


Good Plumbing + Good Business + Republic Brass Goods 


American people take pride in their homes. 
They take special pride in those appointments 
in their homes that reflect taste and refinement. 
And they are eager to take advantage of con- 
veniences that contribute to the comfort, health 
and happiness of their families. 


Canadian Distributors: 
The James Robertson Co., Toronto, Ont. * Montreal, Que. 


The appeal of beauty and convenience in the new 
Republic Two-Way Service Control Bath and 


At the left is illustrated the Republic Trip Lever Bath " 
Shower Fixture No. 1230-C opens upa market. 


Fixture No. 1224-C for Built-in Bath Tubs. As neces- 
sary to satisfaction as the bath tub itself. All working 
The Republic Two-Way Service Control Bath parts accessible through overflow drain in tub. Adapt 
and Shower Fixture No. 1230-C combines bath 
and shower into one unit. The desired tempera- 
ture of water may be obtained through spout 
and immediately turned into the shower. No icy PATENTED achieved by a means providing for stopping of the wate 


cold shock. No steaming spray of scalding water. March 1920 * October 1925 a supply at a single valve independent of other fixtures. J 
; April 1926 


REPUBLIC 


BRASS GOODS 


able for back wall or double shell exposed installation. 


When the Republic Integral Stop Valve is incorporated 
n the installation a greater degree of convenience is 
r 
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Available in 
ready-cut gaskets 


All brands of Jenkins Pack- 
ings are supplied in ready- 
cut gaskets when you have 
occasion to use a number 
of the same size. You save 
money and time by having 
them ready-cut. 

The gaskets are cut by 
machine to any size or shape 
desired. 

Jenkins Packings which are 
available in sheet or gasket 
form include JENARCO, 
JENKINS ’96, COM- 
PRESSED ASBESTOS 
JOINTING and OILTITE. yZ 


JENKINS BROS. 


80 White Street. ... New York, N. Y. 

524 vey ee ty ge aca —— 

133 No. Seven’ t., Philadelphia, Pa. - 

646 Washington Bivd....Chicago, Ill. Jenkins Ready-catt Gaskets 
JENKINS BROS., LIMITED 

Montreal, Canada London, England 





Jenarco Sheet Packing 









Jenkins cking 


Jenkins Packin 

















Somerville 
(S. 1. W.) 


Soil Pipe and 
Fittings 


Cost no more than the 
ordinary kind 
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EASTERN STATES EXPOSITION WELL ATTENDED 


Many manufacturers of plumbing and heating equip- 
ment exhibited at the Eastern States Exposition which was 
held at the Exposition Grounds, Springfield, Mass., Sep- 
tember 19 to 26. A large attendance of people from all 
over New England made this one of the banner years for 
the exposition. 

The American Saw & Mfg. Company of Springfield 
maintained a booth showing hack saw blades, screw 
drivers, and glass cutters. 

Wyckoff & Lloyd Company of Springfield exhibited ‘The 
Electric Furnace-Man,” E. L. VanVliet, general sales man- 
ager of the Domestic Stoker Company, New York City, 
being in charge of demonstration. 

The Holyoke Heater Company, Holyoke, Mass., exhibited 
gas water heaters, kerosene water heaters, and indirect 
water heaters. 

Robert Brown, New England manager for the Federal 
Radiator & Boiler Company, exhibited radiators and 
boilers. 

H. C. Lefler, general sales manager of the Super Oil 
Heater Company, Hartford, Conn., was in charge of its 
booth demonstrating its oil burner. 

The H. B. Smith Company of Westfield, Mass., had 
large space devoted to its boilers and radiators. 

The International Heater Company, Utica, N. Y., ex- 
hibited boilers, tank heaters, and furnaces. 

Oil burners were displayed by Grant Oil Burner Cor- 
poration, Electrol Incorporated, Security Automatic Oil 
Burner Company, Williams Oil-O-Matic Heating Corpora- 
tion, American Nokol Company, Automatic Burner Cor- 
poration, and Wayne Tank & Pump Company. 

B. F. Sturtevant Company exhibited blowers for domes- 
tic heating boilers, while Spencer Heater Company ex- 
hibited its water-jacketed magazine feed boiler. 

The Bryant gas-fired boiler was exhibited by the Indus- 
trial Appliance Company of New England, while Ruud 
Mfg. Company displayed its automatic storage systems and 
auxiliary heaters. 

Magee Furnace Company exhibited gas ranges. 





ELECTRICAL REFRIGERATION EXHIBIT HELD IN 
BOSTON 

Boston, Mass., held its first electrical refrigeration exhi- 
bition last week in Horticultural hall. All the refrigerator 
dealers in the New England territory took an active inter- 
est in the exhibit, to which a small admission fee was 
charged. J. J. Caddigan, of the Edison Electric Illuminat- 
ing Co., of Boston, was in charge. Ten different makes 


| of refrigerators were exhibited, each exhibitor showing a 


number of different models. 





BUILDING MATERIAL EXHIBIT OPENS IN 
LOS ANGELES 

A building material exhibit has been opened at 6916 
Santa Monica boulevard, Los Angeles, Calif., which will 
be conducted along entirely original lines. No represen- 
tatives of the firms making exhibits in the rooms will be 
permitted to make their offices there, but the officials in 
charge of the exhibit will show and explain every display. 
It is the purpose of Manager B. A. Hinckley to make this 
a rendezvous for architects, contractors, builders and 
prospective home owners. Included among the Los An- 
geles concerns which have taken space are: W. L. Allen 
Co., 2815 South Vermont avenue, General Water Heater 
Corp., Ward Heater Co., and Washington Iron Works. 

The last named exhibit is one of the most attractive 
on display. It represents a series of bathrooms, kitchen 


(Continued on Page 57) 
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Press the handle of the Sloan Valve 
in any direction. Hold it or let it 
go. In either case, the Sloan Valve 
delivers a fixed amount of water 
ample for a thorough flush—but no 
more. Only Sloan has this auto- 
matic feature which saves building- 
owners hundreds of dollars in re- 
duced water bills. 























The way to Greater Profits 


IKE .every other invention, the Sloan Valve went 
through pioneer days. Only by proving itself through 
faithful service did it win success. That in twenty years 
90% of the better buildings have installed Sloan Valves 
shows as nothing else can do the outstanding superiority 
of this valve. In this 20-year period, Sloan has developed 
a large and growing market for flush valves from which 
every plumbing contractor and jobber benefits. For the 
plumbing trade, the way to still greater profits in the sale 
of flush valves is clearly through cooperating with Sloan. 
No other flush valve offers the mechanical superiorities 
which are found in the Sloan Valve. And no other flush 
valve has Sloan’s twenty-year record of uninterrupted 
success to guarantee your satisfaction in promoting the 
sale of this product. 


SLOAN VALVE CO. 
CHICAGO 


BRANCHES IN ALL PRINCIPAL CITIES OF THE UNITED STATES AND CANADA 
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“Installed by leading 


plu mbing contractors” 
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is cs 7 statement appears in all 
Ba | our national advertising to ar- 
g Y | chitects and householders. We 
C | hope that it applies to you and that 
| it will benefit you. Whenever you 

install Anaconda Brass Pipe you 


line up with the nation-wide 
| movement against rust. 


Anaconda Brass Pipe is guaran- 
teed structurally sound and physi- 
cally perfect, and the trademark is 
rolled in every length for your pro- 
tection. 








GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont. 


ANACONDA 
BRASS PIPE 


| 
| 
| 
| THE AMERICAN BRASS COMPANY 







































































BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 














CHICAGO 


Shipments of old orders out of jobbers’ stocks have 
been averaging a very good tonnage, while new business 
being placed on the books continues to be in a satisfac- 
tory volume. Replacements for these stocks have also 
caused a call on manufacturers for shipments which are 
being made in satisfactory time on most commodities. The 
aggregate business from both the manufacturers’ and job- 
bers’ point of view is well sustained, and bodes well for 
a very good years’ business being turned in at the end 
of 1926. 

Flood conditions in the Middle West states have ma- 
terially reduced the quantity of plumbing and heating 
materials being moved in those localities affected. Corn 
crops in Iowa, Nebraska and Kansas have not been up to 
expectations on account of unusual weather obstacles, and 
cold, heat, flood and an overabundance of rain have con- 
tributed to the losses. As a result, money is scarce in 
these regions which are almost totally agricultural, and 
therefore jobbers and contractors anticipate rather lean 
conditions until matters straighten themselves out. A 
slowing down has already been noticed, and further 
slackening is being anticipated. . 

Building permits issued during the week exceed those 
of the corresponding week of last year in respect to total 
volume, while the number of permits is somewhat lower. 
234 permits were issued in Chicago, totalling $5,405,500 
while in the same week of last year 284 permits with a 
value of $4,465,000 were issued. This shows a slight trend 
toward larger operations. 

At present, architects, general contractors and plumb- 
ing and heating contractors are being held up to a great 
extent by the failure of the committee to settle the trouble 


over the Landis Award. Bids on a number of large proj- 
ects have been held up till settlement, and work is piling 
up on architect’s boards until a solution is found. The 
same cause is given for the suspension of many operations 
already under construction, some near completion. 

With the beginning of inclement weather, calls are 
being made on heating contractors to furnish temporary 
heat to buildings which have reached a stage of comple- 
tion necessitating it. This business is showing a good 
enough volume to deserve some attention from heating 
contractors, and any number are doing such work. 

Aside from the advance made by two more range boiler 
makers, there have been no changes in prices. A general 
firmness is noted in most of the other commodities, and 
conditions as a whole are very satisfactory. 


Soil Pipe 

Although actual consumption in this commodity is 
rather light, there is an evenness of buying which makes 
the volume entirely satisfactory. Jobbers as a whole are 
buying very conservatively, keeping abreast of, or a trifle 
ahead of actual needs. Foundries, while on a reduced 
production basis, find no difficulty in keeping up with the 
demand. Prices remain firm at the current base. 


Steel Pipe 

A good tonnage is being moved from the mills accord- 
ing to representatives of manufacturers of this commodity. 
Jobbers’ stocks are being kept at good working levels 
by frequent replacements, and no difficulty is being ex- 
perienced by contractors in getting deliveries. Shipments 
from manufacturers, however, are found to be slightly 
behind business on the books of several makers, but the 


delay is not of long enough duration to cause much 
trouble. Prices are still at the level maintained since 
1923. 





T THE present time, business in the plumbing 

and heating field is running along smoothly. 
Prices, except in the case of range boilers, have a firm- 
ness which apparently is expected to hold. Deliveries 
can be made promptly by manufacturers of most com- 
modities. On account of the method of buying only 
for actual requirements which prevails, both manu- 
facturer and jobber must keep sufficient stocks on 
hand to meet ordinary needs. For this reason, very 
little difficulty is experienced by either jobber or 
plumbing and heating contractor in obtaining material 
when necessary. New business of both distributors 
and manufacturers aggregates a good volume, being 
mostly small orders for actual requirements. Ship- 
ments on specifications total a good tonnage. 





Ss 


PLUMBING AND HEATING CONDITIONS GENERALLY GOOD 


Some localities report an increase in new building 
operations, while others note a seasonal decline. In 
any case, however, building already started is making 
enough work to go around. Heating contractors in 
some localities are working on temporary heating 
jobs in anticipation of colder weather. In a survey by 
the National Association of Manufacturers it is re- 
ported by eighty-eight per cent of building material 
manufacturers that present business is good, while 
only two per cent reported poor. While this report is 
general, there is a natural reflection in our trade. 

One more range boiler manufacturer issued new 
sheets advancing the price of both riveted and welded 
boilers five per cent, bringing them in line with the 
advances announced last week. 
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Bley & Lyman, Arch. Nelson G. Baynes, Inc., Plbg. Contrs 


One-Piece 
Silent 
Non-Overflow 
Powerful Flush 
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Wrought Iron Pipe 
A steady and satisfactory movement of wrought iron 
pipe from the mills aggregates a very good tonnage. The 
pulk of business is for small quantity fill-in needs for 
immediate use, but total volume averages well. Makers 
find no difficulty in taking care of these rush orders, and 
satisfactory delivery conditions are reported from most 
sources. Prices are firm and have not varied since 1923. 
5 Enameled Ware 
Finishing operations on a number of large projects are 
bringing out a good movement from jobbers’ stocks which 
are being kept at good working levels, and frequent re- 
placements large or small, according to actual needs, keep 
a good tonnage moving out of manufacturers’ stocks. 
Manufacturers are kept busy keeping their stocks at an 
even level on account of these demands, but stocks are 
kept at about the same size. All in all, there is a good 
steady movement all along the line, demand keeping 
even with production. Prices remain firm and unchanged. 
Pottery 
Conditions have changed very little since last week, 
new business on the books continuing to be light. The 
recent advance in prices made in August found the 
majority of distributors well covered by orders placed be- 
fore the change. Releases against these orders have caused 
a flow of ware from makers’ stocks. These stocks at 
sources are sufficient to take care of any ordinary busi- 
ness in staple ware for some time, and no embarrassment 
is had in getting prompt deliveries. 
Range Boilers 
During the week, sheets from two more manufacturers 
whose prices were at the lower level, announced five per 
cent advances on welded boilers, at least one of these also 
advancing riveted boilers the same amount. This manu- 
facturer reports a fair volume of business taken at the old 
sheet, the new not having been in the hands of jobbers 
at the time. According to reports from jobbers, the re- 
sultant present price is prevalent with most makers. As 
a rule, orders for actual necessities constitute the only 
business being taken, jobbers showing a distinct reticence 
toward buying for stocks. Deliveries on all types of 
boilers can be made with despatch by makers. 
Plumbers’ Brass Goods 
While business is not brisk, a fair amount of orders is 
being received by manufacturers. These constitute both 
present-day and future requirements. Jobbers’ stocks are 
at good working levels, being kept so by releases and new 
orders for quick shipment. which are possible at the 
present. There has been no change in prices. 
Boilers and Radiators 
Specifications on old orders are coming in in good 
number, while shipments are keeping abreast of demand. 
New business on the books exceeds that of last year, 
while production at the present is also greater than it 
was at the corresponding period of 1925, and is ample 
to take care of demand. The month of October which is 
usually a banner month in heating circles, promises to 
be equal to if not better than former years. Prices re- 
main firm and unchanged. 


NEW YORK 


Business generally in the plumbing and heating in- 
dustry througHout the New York territory continues in 
Satisfactory volume. Wholesalers find that while demand 
from the trade is not heavy it is well sustained, and their 
stocks, which as a rule are comparatively light, need con- 
8tant replenishing. This results in the moving forward 
of a good amount of plumbing and heating merchandise 
from the plants of manufacturers. 
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Manufacturers are in most instances endeavoring to 
keep their production far enough in advance of demand 
to minimize delay in forwarding shipments. 

The matter of prices insofar as wholesalers are con- 
cerned, seems to remain unchanged, and manufacturers 
are on the whole showing a tendency toward steadiness 
in their quotations. Pottery prices are firm except in 
some instances where orders of large dimensions are en- 
countered; then a degree of unsteadiness is noticeable. 
All pipe quotations coming from both makers and jobbers 
are reported quite firm. This is true in a slightly lesser 
degree of brass goods and enameled ware. Range boilers 
were advanced five per cent by one more maker after 
last week’s rise. 

Soil Pipe 

Most of the business done by manufacturers in this 
commodity is in comparatively small quantity orders. This 
ordering, which invariably is for immediate shipment, 
totals a fairly good tonnage. Wholesalers’ stocks are not 
heavy. Deliveries are being made satisfactorily except that 
when large rush orders are put through for assorted sizes 
a little extra time is required to assemble the shipment. 
Prices are firm. 

Stecl Pipe 

Sales of steel pipe embrace a tonnage which is fairly 
good for this season of the year. Buying by most whole- 
salers is done with their immediate requirements in mind. 
Mill stocks are substantial, but those in the hands of 
jobbers are not heavy. Deliveries are made promptly. 
Prices are firm and unchanged. 

Wrought Iron Pipe 

Mills report a good average business due to a fairly 
well sustained demand made on wholesalers by plumbing 
and heating contractors whose wants are almost im- 
mediately reflected to manufacturers because of the con- 
dition of the stocks of most wholesalers. The latter are 
anticipating their needs to a little greater extent than 
formerly. The fact that deliveries are extended is barely 
noticeable. Prices remain firm and unchanged. 

Enameled Ware 

Demand for enameled ware continues to be good. Plumb- 
ing contractors are still calling for good quantities and 
because of this wholesalers are required to replenish their 
stocks at short intervals. Manufacturers have kept their 
warehouse stocks in such shape as to enable them to for- 


ward orders in a satisfactory length of time. Prices are 
firm and have not changed. 
Pottery 
Interest in pottery was more pronounced during this 


last week than for the past thirty days. This is true of 
both buying and telephone inquiries. Wholesalers’ stocks 
are not heavy as a rule, but those in the ttands of makers 
are such that deliveries are made satisfactorily. Prices 
have not changed and are firm except that in some in- 
stances where orders of large proportions are put in the 
market price variations prevail. 


Plumbers’ Brass Goods 

For the most part buying in both the cast and tubular 
brass goods market is for current needs, with some future 
delivery business being written by manufacturers. This 
makes for a substantial volume of business. Most whole- 
salers seem satisfied to carry stocks only large enough to 
prevent serious embarrassment. Manufacturers are in 
a position to care for the wants of their customers satis- 
factorily. Prices have not been changed and seem to 
have resumed a firmness. 

Range Boilers 

Wholesalers are disposing of and buying enough range 
boilers to cause a fair movement. The price stiffening 
by two makers reported last week has not as yet caused 
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customers with a dependable because of better plumbing and better sewage 
Septic Tank. That means SAN-EQUIPS either as an entering wedge to thi 


right construction and 


proper rust-proofing enamelled 4. calos helps. 
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Complete Plumbing Jobs \ | ot v r jo 
and more of them \ ! —** ane 
Design — Follows findings of U.S. Public Health \ fae 0 | | 
Service, proven by years of experience. \ J in od 
Material—Copperoid Iron—12 and 14 ga. Special . J Bes Hl | 
rust resisting. Further rust-proofed with mineral 4 4 | i H a 
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asphalt enamel. ; ; or ZONA | 6 | 9 l ‘\ 
Durability—SAN-EQUIP Septics are protected by a heavy coat- zs f l & 
ing of mineral asphalt enamel, melted on inside and outside. ‘>MEXKiICco! \ 
Unaffected by moisture, acids or soil. The perfecting of this "hg. e, | | | 


process insures durability. 


SAN-EQUIP Advantages 


Furnishes important health protection. Light weight, easy to handle and install. A complete unit, no 
assembling of parts. Water tight, unbreakable, no seepage. May be sent to the job with other 
fixtures. Prompt deliveries everywhere in U. S. 




















| — Rating No. of People | Dimensions—Inches Shipping 
No. | Gallons [ Weight, | Price 

Breese | Home School Factory | Diameter Depth Lbs. 
402 200 6 12 10 38 | 48 295 | $ 44.00 
403 300 10 20 15 47 | 48 325 56.00 
405 500 20 35 30 52 Length 60 420 90.00 
410 1000 50 65 60 60 | Length 96 950 180.00 
415 1500 75 100 90 5 ft. | Length 12 ft. 1300 270.00 
420 2000 100 130 120 5 ft. | Length 16 ft. 1650 360.00 
425 2500 125 165 150 | 5 ft. | Length 20 ft. 2000 450.00 
430 3000 150 200 180 > at. | Length 24 ft. 2350 540.00 
435 3500 175 230 210 5 ft. | Length 28 ft. | 2700 630.00 
440 4000 200 260 240 5 ft. Length 32 ft. 3050 720.00 

















For larger systems up to 48,000 gallons, figure price at I6c per gallon capacity. Ask for plans. 
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Wherever You Buy Plumbing Supplies You Can Also Get) 
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ogressive plumbing dealers everywhere are using 
home field or are using SAN-EQUIPS to com- 


iness, easily handled by the plumbing dealer, adds SAN- EQUIP 
about SAN-EQUIP Septics. Get our plan sheet National Advertising 
is helping you sell more 
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| 3} plumbing jobs. Let every- 


body know that you will 
furnish SAN-EQUIPS. 


Use our ready made ads. 







You can now get SAN-EQUIP 
Septics 


80% of the leading plumbing supply jobbers of the 
country now carry SAN-EQUIP home size Septic 
Tanks in stock or have access to nearby warehouse 


supply. 
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Don’t accept any other 


There is no substitute for SAN-EQUIP service. 
Proven dependable by 8 years experience. Thousands 
in use with no failures. If your jobber does not supply 
you readily, wire us for source of quick supply. 


7 


Ask for your Sales Helps 
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Free plan service and 
sales helps. 
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any great buying movement. Jobbers are content to keep 
only fair stocks on hand. Manufacturers are in a posi- 
tion to care for their needs promptly. One more maker 
advanced prices five per cent on both riveted and welded 
boilers during the week. 
Boilers and Radiators 

Some manufacturers of heating equipment report that 
they are keeping abreast of orders with deliveries on some 
sizes of radiators only with difficulty, while other makers 
state that all deliveries are satisfactory. The volume of 
business being consummated in boilers and radiators is 
huge, both releases against old business and new im- 
mediate shipment requirements considered. Prices are 
firm and have not changed. 


PHILADELPHIA 


The activity in manufacturing, tenement, office and 
dwelling construction during the last month in Phila- 
delphia proper aided greatly in permitting September to 
show a building increase of $5,000 over the corresponding 
month of last year. The official report of the Bureau of 
Building Inspection in Philadelphia shows there were 
1,563 operations started last month at an estimated cost 
of $9,597,360, the total for September, 1925 being 1,736 
operations, costing $9,592,390. One of the features of 
the report was that the construction of dwellings has be- 
come active again, permits being issued for 599 two- 
story dwellings. Apparently the slump which hit this 
class of construction during the early part of the year 
has disappeared, as both August and September have been 
as good as corresponding months in 1925. 

September’s good showing does not as yet bring the 
year’s total up to 1925 figures, however, the first nine 
months showing a decrease of 4,397 operations over those 
up to this time last year, and a money difference of over 
thirty-three millions of dollars, 

The plumbing and heating fields are reflecting the build- 
ing conditions generally. Business, while pursuing the 
even tenor of its way is not tremendously active. Demand 
upon manufacturers continues to be for material in small 
lots in most cases, wholesalers are not building up large 
stocks of most items, and contractors are taking goods 
from jobbers as they need them for installing. The price 
tone has not changed, with strength being shown in most 
makers’ quotations, and only a fair margin of profit re- 
flected by wholesale figures. One more range boiler manu- 
facturer announced a five per cent advance. 

Soil Pipe 

Demand continues to be quiet, with foundries in a posi- 
tion to build up stocks on the more staple items of both 
pipe and fittings. Deliveries of the more commonly used 
items can be made promptly, with specials, as usual, 
slightly delayed. Prices continue firm. 

Steel Pipe 

Mills are still shipping a large volume of pipe into this 
market, but the demand is slightly less than it was a 
month ago. Practically all orders continue to be for 
small amounts for immediate shipments. No delay in 
deliveries is reported. Prices remain steady. 

Wrought Iron Pipe 

While demand is not heavy, at least one mill reports 
securing its quota from this district during September, 
which indicates a normal amount of tonnage being re- 
ceived by wholesalers here. The resale demand is fair, 
wholesalers buying only enough to take care of these 
requirements. Firm prices prevail. 

Enameled Ware 

Although the majority of enameled ware manufacturers’ 

plants are operating not far below capacity, a stocks 
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have not been built up to a much higher level than they 
were 90 days ago, as the demand for ware has been con- 
stant during that period. Orders continue to be mostly 
for small amounts, with warehouse pickups constituting 
a large volume. This type of demand is enabling the 
manufacturer to ship staples without delay, and specials 
as early as is customary. Prices have not changed. 
Pottery 

The movement of staples continues to be fair, with a 
very good demand for staple bowls and tanks reported by 
several manufacturers, at least one of whom finds this 
demand forces his plant to operate at close to capacity 
to handle the orders adequately. Sheet prices have not 
changed, but reports of slight concessions on some types 
of lavatories by one or more makers are received. Prices 
on staple combinations are very firm. Deliveries are satis- 
factory. 

Plumbers’ Brass Goods 

Seasonal business is reported by manufacturers of both 
cast and tubular goods. Many jobbers have recently con- 
tracted for their cast brass requirements for the balance 
of the year. Tubular sales continue to be principally for 
small amounts for early delivery. Prices have not 
changed. Deliveries are being made promptly. 

Range Boilers 

The price advance made by two companies a week ago 
has made little change in the demand to date. In fact, 
one company reports enough business on its books at the 
lower price to handle the factory output for some weeks. 
Other companies, many of whom had higher sheets than 
the present figures of the concerns mentioned, have taken 
no official notice of the price change. Deliveries are 
prompt. Another maker also announced a five per cent 
advance in both types of boilers. 

Boilers and Radiation 

Manufacturers’ express themselves as well satisfied 
with the amount of boilers and radiators taken by jobbers, 
who in turn are delivering the greater share of this ton- 
nage to the heating contractors. Two companies report 
delays in shipments of some items, particularly radiation, 
but other makers are able to make prompt delivery. Prices 
have not changed. 


NEW ENGLAND 


While there has been a seasonal falling off in new 
cofstruction, and a consequent reduction in the number 
of building permits issued, business can in no sense be 
called quiet. There is a large amount of construction 
still under way, and jobbing, especially in heating, is going 
along at a substantial rate. Jobbing plumbers and heat- 
ing contractors are very busy at present, and labor in these 
lines is fully employed. So far as can be learned there is 
no let-up in sight, and heating contractors as a rule are 
swamped with business. 

Apparently there is no difficulty in obtaining all of the 
material needed without delay, although jobbers still con- 
tinue to hold their stocks at minimum levels consistent 
with safety. Manufacturers are carrying the stocks for 
jobbers and are evidently well supplied with stock, since 
all release orders are being handled promptly. Prices are 
steady and firm as a whole, the only exception being the 
prices quoted on galvanized range boilers. While there 
is a variation in prices of different manufacturers, this 
difference is not so wide-spread at present as was the 
case a few weeks ago, and an attempt to stabilize the 
market is evident. 

Little advance buying by jobber or customer is reported, 
sales being confined to needs for the work at hand rather 
than for a carry in stock. Jobbers have found that with 

















Uctober 9, 1926 


prompt service from the manufacturer, finances are in a 
more liquid state under this method of doing business, 
and it is stated that there will never be a return to the 
former method of doing business. Reports from the vari- 
ous manufacturers show little variation. All indications 
are that there is a good movement of material consisting 
of many small shipments, but the total tonnage moved is 
greater than that moved last year. Most manufacturers 
are working at full capacity, although there are some in- 
stances where the demand is small and wide-spread where 
manufacturers are working on curtailed production that 
their stocks at sources may not become too heavy. Manu- 
facturers of boilers and radiators are particularly busy at 
present and are well booked ahead. 
Soil Pipe 

Manufacturers are said to be working on about a half- 
time basis, but are able to take care of business entered 
which as a rule is made up of many small-lot shipments. 
Buying for replacement as occasion arises is still the rule, 
and although jobbers are moving a fair to good tonnage, 
there is not an active demand due to the falling off in 
new construction. No difficulty in securing prompt re- 
lease of goods ordered is heard of. Prices are unchanged. 

Steel Pipe 

There is still a brisk movement of this commodity due 
to the activity in the heating industry. Although jobbers 
are not carrying heavy stocks they are spacing their buy- 
ing in such manner that their stocks are always kept at 
good working levels, and to date there has been no dif- 
ficulty in getting prompt service from the mills, indicating 
ample stock at sources. There has been no price change. 
Little advance buying is reported, yet the reports indicate 
that a heavy tonnage has been sold during the year. 

Wrought Iron Pipe 

There is a fair demand by the trade and jobbers’ stocks 
appear to be ample for all needs. No heavy buying is 
reported, the rule being apparently to fill up low spots in 
stocks as they appear, and as mills are shipping promptly, 
no inability to take care of business promptly has appeared 
to date. Prices remain firm and unchanged. 

Enameled Ware 

A good volume of material keeps moving, although there 
is not a brisk movement at any one point. Manufacturers 
report a satisfactory volume moving, this being spread 
out into many small shipments. Prices are steady and 
firm. Jobbers are confining their orders as a rule to fill- 
in lots that just enable them to keep ahead of demands by 
the trade. A falling off in activity is now being noticed 
as new construction falls off. 


Pottery 

Prices are as a whole steady and firm. While a fair 
movement is taking place, there is no real activity. Job- 
bers are well supplied with stocks, much of which is said 
to have been bought previous to the recent advance and 
there is little thought of buying for future needs, as 
potteries are well supplied with stock and orders can be 
filled promptly. 

Plumbers’ Brass Goods 

Prices are holding firm and steady. Buying by jobbers 
continues at this time to be for needs only, as stocks are 
being held at low levels. The trade appears to be fol- 
lowing the same practice, and are ordering as needs 
arise rather than being attracted by price concessions 
alone. There is still a good tonnage changing hands, but 
Only because of actual use for the goods bought. 

Range Boilers 

Little interest is being shown in this commodity. Buy- 
ing is confined to needs by both jobber and his trade, no 
speculative buying being heard of. Prices are still un- 
certain and varied, there being no such thing as a market 
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price. Manufacturers report activity at a low point. New 
sheets issued by two manufacturers advance prices five 
per cent on both riveted and welded boilers. 
Boilers and Radiators 

There is still a good activity in these commodities and 
old as well as new business keeps manufacturers and job- 
bers at high speed in order to keep up with the demand 
of the trade. Manufacturers are working at full capac- 
ity and have cut down stocks built up in anticipation of 
Fall demand to such a point that there have been delays 
reported during the past week. is better than 
for years according to stories by many heating contrac- 
tors and shows no signs of falling off. are un- 
changed at recent reported advances. 


PACIFIC COAST 


General business conditions showed little if any 
change during the week and continue on the whole to be 
about normal for this period of the year. 
of future business are encouraging, and the market as far 
as price is concerned is in a stable condition. 

Soil Pipe 

The demand for this commodity continues fairly active, 
and while sales continue in small lots for immediate re- 
quirements, the gross tonnage being 
well up to normal. Distributors generally 
assorted stocks and also an average amount of tonnage en- 
route from foundries. Prices to the un- 
changed and are holding firm. 

Steel Pipe 

While the demand for this commodity varies in the 
different jobbing centers it is on the whole fairly satis- 
factory, and should continue so for some time to come. 
Distributors’ stocks generally are well assorted 
being kept so by constantly arriving tonnage from the 
mills. Prices to the trade, while varying in the different 
jobbing centers, remain unchanged and are firm. 

tnameled Ware 

There continues a good movement of enameled ware 
at present better in some of the jobbing centers than in 
others. Considering also the amount of ware reaching 
the trade outside of the regular channels of distribution 
the total amount of this commodity being used at present 
is well up to normal. Distributors have fairly well assorted 
stocks, but are depending on factories for prompt 
ments as a rule on large orders. 
main unchanged, and are firm, 


Business 


Prices 


very 


The prospects 


present is 
have well- 


used at 


trade remain 


and are 


ship- 
Prices to the trade re- 


Pottery 
There is very little if any change in this commodity, the 
demand for which continues fairly active. Distributors 
generally have ample stocks and prompt shipment can also 
be obtained from potteries on all staple ware. 
while varying in the different jobbing centers, are gen- 
erally firm. 


Prices, 


Plumbers’ Brass Goods 
There continues a good demand for this commodity. 
Stocks in jobbers’ hands are ample, and prompt shipment 
can also be secured from all manufacturing sources. Price 
conditions vary in the different jobbing centers and con- 
tinue firm in some and soft in others. 
Range Boilers 
There is no apparent change in the demand for this 
commodity and purchasing by all concerned continues for 
actual requirements only. Prices to the 
unchanged. 


trade remain 


Isidore Davis, of Hartford, Conn., has moved his plumb- 
ing shop from 1150 Albany avenue to 1027 Albany avenue. 








56 DOMESTIC ENGINEERING October 9, 1926 


The Stock Market The Metal Market 


Quotations furnished by Frazier Jelke & Co., Chicago 





Average Average Average 











Par ‘1926 Oct.4 Aug., 1926 June, 1926 1925 
Value High Low Quotations of October 4, 1926. * Bid Asked Last PIG IRON— 
No. 2 foundry, Chicago, 
25 12234 101)4 American Radiator Co., com... A 1134 114 = 113% aoe $21.00 $21.00 $21.10 $22.00 
100 131 127. American Radiator Co., pfd....... ....--A 1274 132 131 PLATES AND SHEETS— 
50 51% 41% Anaconda Copper Mining Co.................A 488% 49 49 Steel boiler plates, 
NP 39% 24% Brunswick-Balke-Collender Co................A 35% 36% 35% Pittsburgh, per lb... 1.90c 1.90¢c 1.90¢ 1.95¢ 
NP 41% 28 A.M. Byers Co.,com........... 1... AGF 39 40 39 Blue annealed _ sheets, 
100 102% 98 A.M. Byers Co., pfd.................../ A&F 97% ..... 9916 Pittsburgh, per lb... 2.30c 2.30¢ 2.35¢c 2.45¢ 
100 115 104 Century Electric Co.,com........... ....@ 118% 116 114 Black sheets, Pitts- 
100 110 105 Century Electric Co., pfd..................... G 105 107 10534 bere, Per 16... 06.0. 3.00c 3.10¢ 3.10¢ 3.30¢ 
50 443% 36 Chicago Nipple Mfg. Co., “‘A”................ B 4% 4444 441% Galvanized _ sheets, 
50 313% 26 Chicago Nipple Mfg. Co.,“B”................B 31 31% 31 Pittsburgh, per Ib... 3.85¢ 
25 60 48 CraneCompany,com... ....................0 49% 80 494 TIN— ore 
100 11734 113% Crane Company, pid.......................C 16 7 116% — Straits tin ............ 71%§c 
100 9134 73 Detroit Brass & Malleable Works............ D9 «2 «09% +j;.,x\GOPPER— 
20 33 26 Eagle-Picher Lead Co..................-.....1 305% 30% 30% gene Lake, f. o. b. re- -. 
NP 57 30% Fairbanks, Moree & Co.,com................ A 47% 48% 48 * nery ess he we 
100 115 10334 Fairbanks, Morse & Co., pfd..................A 108 111 109 ectro, delivered ..... -20c 
NP 161 130 Johns-Manville, Inc.................0000000. naw ss. = S 
100 93 72 Jones & Laughlin,com..................0..+. 2 eee 93 Chicago ..........sesseee 8.75¢ 
100 120 114 Jones & Laughlin, pfd....................... F 114% 116% 114% The Old Metal Market 
10 19% 14 Michigan Copper & Brass Co................. D 17% 18% #18 Dealers’ Buying Prices 
100 17434 138 National Lead Co.,com......................A 157) 158 158 Sae'th. Per Ib 
100 130 115 National Lead Co., pfd. wevrevccecccccevesece A 116 116% 116% Aluminum clippings... .16 c Copper, light ean oe 10%c 
100 110% 99 Ohio Brass Co., pfd.............. sccoveeeeesHf 100 101 103 NOK AA 6.4 sinc danenee 41\%c Copper, uncrucibled 
NP 79% 74 Ohio Brass Co.,“B"......... trcsteereeesH 75 16 16 ee 6%ec Sk, OP Oo ae 10 %e 
100 110 100 Penberthy Injector Co., pfd.................. eee. sess 108 B ixed Tle F t . 
25 27 22 Pierce, B. & P. Mfg. Corp.,com.............. [oo 2 6 ao ~ > yiceseaitte Ske wpe yy incenig sscsgsdninidaaaae Mg 
100 102 98 Pierce, B. & P. Mfg. Corp., pfd....... eget U 100 =108 10034 Copper, crucible ...... “a + Solder joints ... 7.960 
NP 23 15 Richmond Radiator Co., com................. B 17% 18 17% é 4 . oj oz pits 
NP 51% 36 Richmond Radiator Co., pfd.................. B 42% 43 42% NOTE: Prices are those quoted on Monday of this week. 
100 245 224 Scovill Mfg. Co.................csceeeeeeees U 237° «(43 
25 118 96 Standard San. Mfg. Co.,com................. F 9 102 99 HOFFMAN SPECIALTY CO. HOLDS THREE SALES 
100 11634 115 Standard San. Mfg. Co., pfd.................. fe rer 115 MEETINGS N RAS 
100 52 45 Trenton Potteries Co.,com...............-+- U 45 48 46% MEETINGS IN EAST 
100 111% 98 Trenton Potteries Co., pfd....................U 100 105 108 In. Boston on Sept. 27, at the Boston City Club. in New 
100 248)4 15874 : ap aa he ery rietseeecaeaas r ane 4 ad York City on Sept. 29, at Hotel Commodore, and in Phila- 
~ “a i U. S. ~tene "5 aaa cia 39 cae delphia on Oct. 1, the Hoffman Specialty Co. entertained 
100 102 9934 U.S. Radiator Corp., pfd.................++- D 99 101 100 plumbing and heating contractors and members of whole- 
100 8834 504 U.S. Rubber Co.,com..........-...+++--++- A 58% 59 59 sale sales organizations with a buffet supper to wind up a 
100 109 101% U.S. Rubber Co., pfd...............0-2-2-+--A 10844 1083%% 10834 . ’ : 
resen he company’s New ‘ 
100 15854 117 U.S. Steel Corp., com... RABE A us 148% 14gy Presentation of the taadbes England and eastern 
100 130% 124% U.S. Steel Corp., pfd........................A 127 127% 127% sales campaign. 
NP 23% 124 Walworth Company........ seuvcsvoscssese SE BG 5G Among the speakers at the meetings were George D. 
- ae ’ or tig aga Htg. Corp............-. ns aa _* 164 Hoffman, president of the company, Guy Hutchinson, vice- 
Z Ve 0: Be VOEBe cc ccccccccccccccccsccesece ‘ . a 
NP 95% 69 Youngstown Sheet & Tube Co..............-. A 96% 96% 86% President and general manager, and C. V. Haynes, vice- 
president and sales manager. George Suits, assistant 
Where listed— seed manager of the company’s New York office, presided at 
A—New York Stock Exchange F—Pittsburgh Stock Exchange ‘ ; 
B—New York Curb Exchange G—St. Louis Stock Exchange the Hotel Commodore gathering. T. J. Swan of the Bos- 
C—Chicago Stock Exchange H—Cleveland Stock Exchange ton office presided over the Hub City meeting which he 
D—Detroit Stock Exchange I—Cincinnati Stock Exchange ayranged with the aid of E. F. Pierce, also of Boston. 
E—Boston Stock Exchange U—Unlisted Stocks _ The meetings were well attended. 








At the sales and advertising meeting of Hoffman Specialty Co., Waterbury, Conn., held at the Hotel Commodore, New York 
City, September 29 
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Building Material Exhibit Opens in Los Angeles 
(Continued from Page 46) 


outfits, lavatory sets and laundry equipment for the home. 

“This exhibit is primarily for the protection of the 
public,” said G. B. Schneider, general manager of the 
Washington Iron Works. “In presenting this exhibit to 
the plumbing merchants of Southern. California we are 
purposely refraining from the use of salesmen. Persons 
who are planning to build or remodel may visit the exhibit 
to gain ideas on arrangement or decoration without being 
subjected to solicitation. Plumbing contractors may bring 
prospective buyers here to demonstrate the advantages 
of modern fixtures in ideal surroundings.” 





WALWORTH CO., SEATTLE, HOLDS THIRD ANNUAL 
OUTING 

Cc. A. McKay, manager of the Seattle, Wash., branch of 
the Walworth So., Samuel G. Anderson, purchasing agent, 
and R. V. Beam, manager of the Oregon-Walworth Co., 
were the active committee for the third annual picnic of 
the company which was held recently at Centralia, Wash. 
That the committee put on a big celebration and general 
sporting time is the opinion of all who participated. No 
one, old or young, large or small, was omitted in the 
entertainment. Even the wee tots were allowed to hunt 
for pennies buried in straw, and everyone took part in 
the chicken catching contest. Races and various contests 
and a bounteous basket lunch made the occasion mem- 


orable. 





SOUTHWESTERN TRADE GOLFERS MEET AT 
MEADOW LAKE 

The monthly meet of the Southwestern Trade Golf 
Association was held September 28 at the Meadow Lake 
club, near Kansas City, Mo. The members were the 
guests of Carl Smith,,. Robert Dawson and Harry Wright. 
Due to the absence of President E. C. Harbordt, Vice- 
President Harry E. Antrim was ‘in charge for the day. 
After dinner, the regular business of the association hav- 
ing been transacted, the meeting was turned over to Mr. 
McDonald of the prize and handicap committee, who dis- 
tributed the following prizes: 1st, Ike Roark, golf knick- 
ers; 2nd, Carl Smith, a carry-all; 3rd, Virgil Ferguson, 











At the recent annual outing of the C. 8. Mersick & Co., New 

Haven, Conn.—Top picture, left to right: Philip Faherty, 

vice-president, Pierce, Butler & Pierce Mfg. Corp.; J. F. Clark 

and J. KF, Sheppard, both of C. S. Mersick & Co., and J. Woods, 

Speakman Co.—Bottom picture: H. E. Webber, John G. Kelly 
and L. J. Myers 
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“They Keep a-Running’’ 








1iHorse Power Century Repulsion-start 
Induction Single-phase Motor 


One Year 
Without Reoiling 


The addition of the Century Wool-yarn System 
of Lubrication to all one horse power and smaller 
Century Repulsion-start Induction Single-phase 
Motors assures more than one year’s continuous 
24-hour-per-day service without reoiitng. 


1 Only continuous unbroken strands of pure 
wool yarn are used. 


2 Due to capillary action of these continuous 

unbroken strands, a generous supply of oil is 
always being delivered to the bearing 
surfaces. 


a Because of the filtering properties of pure 

wool yarn, abrasive particles, compounds, 
dust and grit cannot reach the bearings 
through the oil wells. 


4 There is no plug in the bottom of the oil well 
—leakage is eliminated and the entire oil 
supply conserved indefinitely. 


These features, together with other desirable characteris- 
tics, are responsible for the wide use of Century Repulsion- 
start Induction Single-phase Motors for household re- 
frigerating systems, ice cream cabinets, soda fountains, 
oil burners, house pump service, etc. 


Temperature rise not more than 40° Centigrade. 


Built in other standard sizes from 14 to 40 horse power. 


CENTURY ELECTRIC COMPANY 


1806 Pine Street $3 
For More Than 23 Years at St. Louis 


St. Louis, Mo. 




























Y% to 40 H.P. 


MOTORS 
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sweater and pair of hose; 4th, Frank Scales, a brassie; 
5th, E. Cline, six golf balls; 6th, John Carges, a pair of 
golf hose. A special prize for integrity went to Messrs. 
Antrim and Peipenbring, each having admitted putting 
four balls in the lake. 





MUELLER CO. OPENS NEW OFFICE AND WARE- 
HOUSE IN NEW YORK 







Views of the new modern office and warehouse recently 
opened by the Mueller Co., of Decatur, Ill., in the Bronx, 
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20,000 sq. ft. on each floor, there is a large loading plat- 
form, the building being erected on a railroad siding. Due 
to the large floor area, an automatic conveyor, running 
around the entire floor, has been installed, reducing truck- 
ing and handling to a minimum. A large room has been 














Interior and exterior views of the new office and warehouse building of Mueller Co., in New York City 


New York City, show the large size of this new addition to 
this concern’s New York City facilities. The new build- 
ing, which is located at 135th and Walnut streets, is of 
reinforced concrete, and practically fireproof. Besides the 


set aside for office purposes, but the main New York City 
office of the company will be retained at 145 West 30th 
street, where W. J. James, New York City district man- 
ager, maintains his headquarters. 

















‘SNO-WITE-. 
BATHROOM “nance” TRIMMINGS 


The finishing touch to any bathroom is its fittings. SNO-WITE fixtures are handsome in appear- 
ance and an ornament to the finest bathroom. 


tion of your customer, but at the same time allows you a generous profit. You will find 


SNO-WITE installed in the best hotels and hospitals all over the world. 


Write for SNO-WITE Catalog. 
AMERICAN ENAMELED PRODUCTS COMPANY 33 


< emtnaansas. sencempeecsn 








Their reasonable price increases the satisfac- 


Chicago, Illinois 
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protected by a Mueller Strainer. 







Southwestern Bell Telephone Company Building 
St. Louis, Mo. Mauran, Russell & Crowell, Archi 
tects. J.M. Wheeler & Co., Plumbing Engineers 
J. A. McBride & Co., Plumbing Contractors 





N the Southwestern Bell Telephone Company Building, that 
towers 31 stories above the ground, more than 500 Mueller 
Regulating Valves are used for controlling water pressure 
throughout the building. 
Nee | Mueller Valves were selected because of known-quality con- 
; struction; dependable operation and economical maintenance; 
Sika edie sit abi eenlien, because all working parts of this valve are easily accessible and 
installed at the main supply pipes at every removable without taking the valve out of line. 


— In this building, master regulators are installed at about every 
fifth floor to reduce the pressure of the main supply pipes leading 
from the overhead tank. Smaller regulating valves are installed 
in pairs at each group of fixtures on each floor. Similar valves 
regulate the pressure at each battery of toilets and at individual 
drinking fountains. 


The same high grade, reliable construction put into the regulat- 
The Mueller line includes valves, both ing valves used in this building, where only the finest equipment 
regulating and relief, for practically all was selected, goes into Mueller Regulating Valves for residence 
requirements. Write for full particulars. 
and apartment use. High pressure, recognized in this building as a 
most destructive agent and fully guarded against, demands equal 
attention in the domestic plumbing system which is subjected to 
greatly fluctuating pressure from the mains. 


More and more, today, plumbers who value more satisfied 
customers are installing Mueller Regulating Valves to protect the 
jobs they put in, and to assure more dependable, efficient and 
economical plumbing operation. 


MUELLER CO. 


(Established 1857) 
aa Decatur, Illinois; Port Huron, Michigan 


madian Fact Branches: 
MUELLER. Limited. ernie New York, San Francisco, Los Angeles 


—MUELLER 
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(TT: DRAINAGE FITTINGS <@& 


Reduce Roughing-In Costs and Make 


Easier a 


They eliminate 
expensive long- 


Simply drop pi 

into sleeved pire 
screw into top fit- 
ting, calk—and the 
job is done. 


and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 
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PU 


nd Better Installations 


the annoying, time-consuming and 
screw connections, unions or “R”’ 


OT ee 


Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 








work thru joint, 
or pass end of pipe. 


eT 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 
1100 W. 38th St. :: Chicago, Ill. 


Warehouses: Chicago, Ill., Gadsden, Ala. 
Factories: Gadsden, Ala 








ool Oe fl 


Ret | PT TT Be ie 


















































SEE THAT PIN? 


It’s all you have to remove when you take apart 
a Sherwood “66” Ball Cock. That means quick 
and easy repairs when they are necessary (which 
is not often with a Sherwood) and is just one 
example of the simplicity of this fine tank fitting. 


The Sherwood “66” has less parts than any ball 
cock in its class —consequently develops less wear 
and friction — and operates smoothly and noise- 
lessly on any city water pressure. 





It costs a trifle more than the ordinary ball cock, 
of course, but — compare the quality. 


Your Jobber Can Supply You 


SHERWOOD BRASS WORKS 


Jefferson and Mt. Elliott Aves. DETROIT, MICH. 
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PITTSBURGH, CLEVELAND AND BUFFALO TRADE 
GOLFERS HOLD JOINT MEET 

The Central, Western New York and Northern Ohio 
Trade Golf Associations composed of members of the trade 
from Pittsburgh, Buffalo and Cleveland, respectively, met 
at Cambridge Springs., Pa., Monday, September 27, where 
a joint match was played between the three trade golf 
associations. 

Inasmuch as Pittsburgh had 13 members present and 
Buffalo and Cleveland combined had the same number, the 
Pittsburgh association played against the Buffalo and 
Cleveland associations. The final count showed Pitts- 
burgh to be on the long end of a 23 to 13 score. 

Most of the members drove to Cambridge on Sunday 
and were ready to start off Monday morning bright and 
early. 

The nine hole qualifying round was played in the 
morning and in the afternoon the men were matched up in 
pairs of two and played 18 holes. 

At a dinner and meeting in the evening at the Riverside 
hotel it was decided that the three associations should hold 
a similar meet every year at the same place. The date of 
next year’s meet is to be fixed by the secretaries of the 
three associations. 

It was also definitely decided to buy a loving cup to 
be played for each year and to be paid for out of the 
treasuries of the three associations. Mr. Streuber, of the 
Kennedy Co., Cleveland, Ohio, invited the associations to 
play in Cleveland any time they saw fit. 

The scores for the meet were as follows: 


Pittsburgh Team Buffalo and Cleveland Teams 


Out In Total Out In Total 
McIlvaine ...... 55 49 104 | i ee 48 53 101 
EREOO . news ween 48 55 103 Metcher ....... 62 54 116 
J. Robertshaw..40 41 81 oe eee 47 41 88 
WOO. bias ees 42 47 89 MGHOAN 2.0.00. 48 52 100 
L. Robertshaw..44 45 89 oo ea 61 53 114 
Pee 60 57 117 COMIMNES .....0. 55 444 99 
Wettstein ..... 71 56 127 RIDE osx wes -0 5% Soe 71 62 133 
C. Gauerman ..61 658 119 OVE 64sec esas 68 71 139 
DR 6659.55 eo oR 44 45 89 tS ee Pe rary 39 40 79 
MN is a's es oink 43 42 85 Kisvkpatrick ...41 45 86 
Snively ........54 53 107 | 59 73 132 
McFeeley ...... 45 44 89 Wes. Sve ckncws 51 562 103 








Top row, left to right: M. Harper, V. T. Younkins and A. 

Edmonson.—Bottom row: John Mellvaine, Paul Snelsire and 

M. J. Jennings, at a recent tournament of the Central Trades 
Golf Association 
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ONE out of 
every TWO 
BATHS in the 
United States 
Is “Standard” 


Sales are readier, profits surer, satisfied “Standard” installation you make is 
customers guaranteed when you use_ the reputation and experience of the 
Plumbing Fixtures that are’ the ac- largest manufacturer of Vitreous China, 
knowledged leaders. Back of every Brass Goods, and Enameled Ware. 


Say “Standard” to your wholesaler and be sure. 


Standard Sanitary Mfg. Co. 


PITTSBURGH 


= ! “Ctandard’ 


PLUMBING FIXTURES 
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BENJAMIN NOBLE—IN MEMORIAM 
Benjamin Noble, president of the Capitol Brass Works, 


Detroit, Mich., whose death was noted in these columns | 


recently, had a long and active career in the metal cast- 
ing business. He came to Detroit from Toronto in 1885, 
and worked from then until 1898 as foundry superintend- 
ent of the Frontier Iron Works. In 1898 he established | 
the Capitol Brass Works, which began to expand almost 
immediately. In 1908 the first unit of the present plant 
was built, and in 1923 its capacity was doubled with the 
erection of an addition to the factory. 


Until 1914, Mr. Noble made frequent trips among the 
trade, and was well known throughout the eastern part of 

















Benjamin Noble 


the country. He was interested in several other business 
organizations, being vice president of the Continental Real 
Estate Co., and a director of the Title and Trust Co. He 
was also a member of the Detroit Golf Club, the Loch- 
moor Golf Club, the Detroit Curling Club and the Detroit 
Athletie Club. 

Mr. Noble is survived by his widow, one son, G. H. 
Noble, vice-president of the Capitol Brass Works, and two 
daughters. 


Personal Mention 


George D, Hoffman, president of the Hoffman Specialty 
Co., Waterbury, Conn., accompanied by his wife and 
daughter, sailed last week for Europe, where he expects to 
spend several weeks. 


Howard Coonley, president of the Walworth Company, 
Boston, Mass., has been appointed chairman of committee 
on Safety Activities by Governor Alvan T. Fuller of 
Massachusetts. The new body was created at the Massa- 
chusetts State Conference on Street & Highway Safety 
held recently. 


James H. Shaw, president and Charles Donath, treas- 
urer, of the Phoenix Brass Foundry, Irvington, N. J., ac- 
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VALVES 


AND 


PIPE 
FITTINGS 


5000 Different Types 
and Sizes 
Send for Catalog 
THE KENNEDY VALVE MFG. CO_ 
Elmira, N. Y. 


Boston New York Chicago 

San Francisco El Paso Salt Lake City 

Seattle Philadelphia Kansas City 
« Angeles 








YW HERE pumping requirements demand 

larg e capacities and high pressures 
Deming * Triplex” Power Pumps can be de- 
pended upon for years of continuous service. 
Deming “Triplex” Power Pumps are built in 
capacities up to 60,000 gallons per hour and 
are adapted to practically all pumping con- 
ditions where the vertical suction distance to 
the lowest water level does not exceed 25 feet. 
Complete information and catalog sent upon 
request. 


THE DEMING CO., Est. 1880, Salem, Ohio 


PRODUCT... 
TRAP SCREW FERRULES 


Sixteen years experience in the manufac- 
ture of plumbing specialties has given us 
a thorough knowledge of the requirements 
of the trade. 

Our trap screw ferrules are accurately 
machined, clean cut and nicely finished— 
the line is complete in range and design. 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


‘A-DEPENDABLE:SOURCE: OF SUPPLY: 


Cvertlot L. J. Sander, Inc. 


WATER HEATER Buffalo Plumbers 


Say:— 
66 “‘EverHot Heaters are in our 
opinion not only the best and 


most satisfactory automatic 


water heaters on the market, 
but the policy of your com- 
j pany is right. We expect to 


sell more of them this year 


i L§ 139 than ever before.’”’ (266) 


| tverllot Heater Co. 


— Om: 
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Why Classic Leads 





CHICAGO 
FAUCETS 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 
quality. 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Il. 














HUMPHREY 





Kalamazoo 








Automatic Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


(Div. Ruud Mfg. Co.) 








Ty 2 Michigan 

















Byers Nipples Marked 


To provide double insurance 
against mistakes, the Byers 
Name and the weight or thick- 
ness are plainly stamped in the 
metal as indicated on above 
illustration, thus 

Nipples from standard 


weight pipe ‘‘BYERS STD”’ 
Nipples made from extra 
heavy pipe “BYERS XH” 


Specify BYERS genuine 
wrought iron nipples, and look 
for the BYERS name stamped 
in the metal. 


A. M. BYERS COMPANY, Pittsburgh, Pa. 


Established 1864 
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companied by their wives, motored to the American }‘oun- 
drymen’s Association convention in Detroit, Mich. 


Russell J. Henry, who has just completed a training 
period at the Detroit offices of the United States Radiator 
Corp., will cover North Philadelphia territory, and James 
R. Smith, for some time connected with the main office, 
will travel the central portion of the state of Pennsylvania, 
with Harrisburg as headquarters. 


Andrew F. Curtin, president of the A. F. Curtin Valve 
Co., Medford, Mass., and Mrs. Curtin returned September 
24 from an eight weeks’ tour of the British Isles and the 
Continent. 


Stephen G. Hurst has been appointed California sales 
representative for the Milwaukee Valve Co., of Milwaukee, 
Wis. He will make his headquarters in the Monadnock 
Building, San Francisco, Calif. 

F. N. Speller, of the National Tube Co., Pittsburgh, Pa., 
has been made chairman of the pipe, conduit and fittings 
division of a committee selected to carry on the standardi- 
zation of zine coatings for iron and steel products. The 
committee was organized by the American Society for 
Testing Materials, under the auspices of the American En- 
gineering Standards Committee. 

William J. Hebenstreet, manufacturers’ agent covering 
the southwest, has taken on the nipple line manufactured 
by the Fred Pabst Co., of Milwaukee, Wis., and will in the 
future represent that firm in his territory, with head- 
quarters at Kansas City, Mo. 

Walter H. Wild, who has been selling the products of 
the Pacific Steel Boiler Corp. and the General Boilers Co. 
in Philadelphia as a manufacturers’ agent, has become a 
member of the general sales force of the Pacific Steel 
Boiler Corp. and will have charge of the Philadelphia dis- 
trict, which includes practically all of the territory east 
of Altoona, Pa. Mr. Wild has offices in the Land Title 
building on South Broad street, Philadelphia. 

WINNERS OF GOLFING FAME 

Dudley S. Warth, manager of the New York branch of 
the C. F. Church Mfg. Co., Holyoke, Mass., entered the 
golfers’ hall of fame at the Westchester Biltmore Club 
links, Rye, N. Y., Sunday, September 25. Driving on the 
first hole of the west course, a 280 yard carry, Mr. Warth 
made the hole in one, and thus automatically becomes a 
member of the National Hole In One Club, and the re- 
,cipient of many prizes offered for this feat. 

J. Francis Murphy, New York manager of the Sloan 
Valve Co., was one of the foursome in which Mr. Warth 





Dudley S. Warth, of C. F. Church Mfg. Co., and J. Francis 
Murphy, of Sloan Valwe Co. 
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> Bull-Dog Tanks and Seats Have a Sure Grip on Quality i 
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N6.800x45 Bull-Dog’ Seat 
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N0.900x 90 Star Seat 
Satin Var 








C4lways 


First to manufacture Toilet Seats in America. 
First to construct an All-Wood Mitre-Joint. 


First to design an unbreakable hinge, showing no 
metal on top or bottom of seat or cover. 


First to successfully apply a lacquer finish to seats. 


First to issue an understandable, illustrated price 
list. 















First to simplify the jobber’s figuring by a com- 
prehensive, country-wide freight allowance 
system. 


First to give the jobber the benefit of personal 
representation direct from the factory. 


First to have one price for All— from Maine to 
California, from Washington to Florida. 


And the Jobber who handles “Heap” seats is 
STH First in Sales. 
No.775x20 ts 
ehll-White 
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J PIONEER SEAT MANUFACTURERS OF AMERICA 


Grand Haven , Michigan Trenton, CNew Jersey 


een 


C,_ The jobber who is not handling the Bull-Dog’ Line should be just to himself and investigate 
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Reliability — the outstanding feature of Myers Self- 
Oiling Water Systems —forms the foundation on 


which many dealers have built a profitable water 
system business. 


And this is not merely a coincidence — but a devel- 
opment which has for its background over fifty years 
of pump building experience — ample resources — a 
modern factory — progressive methods — enormous 
production — world wide distribution — all of which 
has been nurtured and matured by a uniform stand- 
ard of quality and by consistent advertising down 
through the years. 











Today, there are few if any lines of water systems 
so complete as the Myers. No other line offers as many 
and varied opportunities for sales and installations. 
Not merely one or two types for restricted service, but 
a line comprising styles for open or pressure tank 
service — for elevating water or pumping it long dis- 
tances — for pumping against pressure or 
for open discharge, and the capacity range is 
from 300 gallons to 9000 gallons per hour. 








Regardless of the style or size, or the serv- 
ice for which it is designed, if it is a Myers 
Water System it is ‘‘Honor-Bilt,”’ reliable as 
the day is long, and when installed will add 
another name to the long list of satisfied 
users. 






Are you taking advantage of the great op- 
portunities the Myers line of Water Systems 
presents for increased pump and water sys- 
tem business? If not, right now is the time 
to start. We are ready to send catalog and 
quote direct, or will be pleased to authorize 
one of our representatives to visit you in the 
near future. Your wishes are our commands. 
Drop us a line today. 


The F. E. Myers & Bro. Co. 


Ashland, Ohio 
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Ashland Pump and Hay Tool Works 


PUMPS OR EVERY PURDOSE 
HAY TOOLS & DOOR HANGERS 
YY 
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was playing, and by a strange coincidence, also drove the 
green, sinking his first putt for an eagle two on the par 
four hole. Thus Mr. Murphy, although two under par for 
the hole, lost it to his opponent. A third member of the 
foursome is also identified with the trade, G. Albin Nilson, 
a well known plumbing contractor in Chicago. The fourth 
player was Frank J. McCabe of the Interborough Rapid 
Transit Co. 


Twenty-First Convention of American 
Society of Sanitary Engineering 


(Continued from Page 28) 


water; 60 per cent had a sink but the water had to be 
carried into the house. Another survey revealed the fact 
that 85 per cent of farmers in a certain area had outdoor 
water closets. In another instance it was shown that only 
12 per cent of the farm homes had satisfactory sewage 
disposal systems and in 68 per cent the water supply was 
not properly safeguarded. 

White Lansing, representative of Trenton Potteries 
Company, Trenton, N. J., gave a very interesting talk, 
illustrated by means of a stereopticon, describing various 
processes in the manufacture of sanitary pottery. The 
sources of kaolin, or the white clay of Florida, flint peb- 
bles from the French shore of the English Channel, and 
feldspar from Connecticut, were shown. He traced the 
clay through the various processes, and ageing room and 
the pug mill, ete., until it is ready for the potter. Meth- 
ods of pressing, casting, baking and glazing were de- 
scribed. 


By means of resolutions, the thanks of the society were | 


extended to the local arrangements committee in charge 
of Henry B. Davis. Captain A. R. McGonegal, plumbing 
inspector of Washington, was particularly active in con- 
tributing to the comfort and convenience of the members 
of the society, and for this reason a special vote of thanks 
was given to him. 

Expressions of thanks and appreciation were also given 
to the trade papers, to Lieut. Col. Franklin Bell, engineer 
commissioner of the District of Columbia, Miss Hilda 
Burke of Waterbury, Conn., for her assistance to the sec- 
retary during the past year, which she gave without pay 
and as her contribution to the cause of sanitation, to Dr. 
Charles V. Craster, M.D.D.P.H., health officer of Newark, 
N. J., to R. B. Hunter, Ph.D., Bureau of Standards, Wash- 
ington, D. C., to Humphrey Beckett, assistant engineer, 
water department, Washington, D. C., to Louis Cantor, 
sanitary engineer, government of Palestine, and others for 
their valuable papers and addresses presented at the con- 
vention. 


ELECTION OF OFFICERS 

HE following officers were elected: President, Thos. 
= Claffy; first vice-president, A. C. Shaver; second 
vice-president, Stephen Gilmore; third vice-president, Otto 
Meinert; fourth vice-president, Geo. Stolz; treasurer, J. F. 
Doud; board of directors: Jas. J. Crotty, Walter M. 
Mullen, Chas. F. Henderson, Thos. J. Claffy and A. C. 
Shaver. 

Testimonials of appreciation were presented—a travel- 
ing bag to J. J. Crotty, retiring president, and $75.00, 
each, to J. R. Walker, secretary, and J. F. Doud, treasurer. 

The Research Committee organized with Wm. C. 


Groeniger as chairman, expects to get under way at once. | 


Each member will be given a subject for investigation, 


preference being given to the subject in which each in- | 


dividual’s experience makes him most competent. 
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FLUSH VALVE 








Easily installed on any style or 
make of bowl. Water is delivered 
to the bowl with a strong uniform 


flush. 
Further details furnished 


ope on request. 
BEATON & LL MFG.CO, 


Gstablished 1894 
BRITAIN, CONN. 














Speakman escutcheons regularly 
adjust from 25¢ to 3/4 inches. 
Where greater adjustment is 
required, we furnish special flat 
and special long escutcheons. 


SPEAKMAN COMPANY 
WILMINGTON DELAWARE 


Speakman Showers 


and Fixtures 




















United-Oberndorf 


Ground Key and Compres- 
sion Stops, and Stop and 
Waste 

Water Works Goods 


Fuller Faucets 


Concealed Bath Fixtures 

Concealed Shower Fixtures 
and Accessories 

Concealed Lavatory Fixtures 


Compression and Quick 
Opening Sink, Basin and 
Bath Faucets 


Boiler Drain Faucets 
Lawn Faucets and other 
Cast Brass Goods 
se 
ALP 
fm: 
United Brass i Zn ‘> Oberndort 
Division ho Division 


United-Oberndorf Corporation 


Lavatory Stops and Supplies 


Cleveland,Ohio 








Ask your Wholesaler about 


STA=PAK 
VALVES 


they never need re-packing 


CAPITOL BRASS WORKS 


Manufacturers of Brass Valves, Boiler Trimmings and {Plumbers’ Brass Goods 


2300 Franklin Street 


=SS=DETROIT, MICH: 
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3 Times the Profit! 


Every time you sell a Whale-Bone-ite Seat you 
make three times the profit possible on a staple 
job. Don’t waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 
Seat at a real profit. And the Whale-bone-ite sale 
means a satisfied customer! 


[WHALE-BONE-ITE sat 


| THE BRUNSWICK-BALKE-COLLENDER COMPANY -CHICAGO 
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SANITARY MFG. CO. 


Wheeling, W. Var 






High Grade Plumbers 
Ware— Two-Fired 
Vitreous China 


Plate 100-E Lavatory on 
Pedestal. Two sizses— 
24x20 inches and 26x22 

™ inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination. including — 
Plate 125-E concealed 
jet syphon. to rough 
in at 12 inches: Plate 
218-E large size tank. 
with special fittings 

















MIDLAND All-Lead FLASHINGS 


(One-Piece) 


Equipment for Producing Midland Flashing is Patented 


Heavy calking ring 
inside. Patented one- 
piece construction — 
no lead burned, or 
soldered joints to 
come apart. Will fit 
any pitch. 


Ask your jobber 


Midland Metal Mfg. Co. 
Kansas City, Mo. Newark, N.J. 
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sen. Silo QUICK VENT VALVES 
(Cut-open view) , _— a 
Vents air from large heating coils used in stacks and 
in indirect heating with blowers where low pressure 
Write for steam is used. Contains a powerful Sylphon Bel- 
Bulletin lows as thermostat, which guarantees immediate 
closing of valve when steam reaches it, making leak- 
age impossible. Vent port %" dia. Connection 3%” 
pipe size. 1%".diameter by 2 x" high. 


THE FULTON COMPANY, Knoxville, Tenn. 
Originators and Patentees of the Sylphon Bellows 
Sales Offices in the Principal Cities of the U. S. 
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Sympathy was expressed through a resolution for the 
relatives of Thomas M. Landers, Richmond, Va., P. B, 
Barr, Tulsa, Okla., and E. O’Connor, Cincinnati, Ohio, 
members of the society who died during the past year, 

An interesting feature of the convention not on the pro- 
gram, was the appeal of certain members from Louisville, 
Ky., asking for advice and backing for their local cam- 
paign for better plumbing and sanitation. Master plumb- 
ers, journeymen, and others in that city have combined 
together to get improved plumbing conditions. Certain 
local authorities in Louisville are not as much impressed 
with the health phases of plumbing practice as they should 
be, in the opinions of these progressive sanitarians of 
Louisville, who asked the American Society of Sanitary 
Engineering to lend their prestige and assistance by going 
on record and advocating certain reforms. These will be 
reported in future issues of ‘‘Domestic Engineering.” 


The 1927 convention will be held in Jacksonville, 
Florida, starting August 9. 


THE ANNUAL BANQUET 
HE banquet was well attended and provided an eve- 
ie of wit and humor, reminiscenses and story tell- 
ing and was highly enjoyable, as are all such functions 
when conducted by Mr. Crotty. 


The speakers were Henry B. Davis, the first president, 
who was delighted to see that such a studious group of 
men were now members of the society. He urged every 
one to assist the officers in the discharge of their duty. He 
told of his early association with the society and showed 
a certificate which gave him permanent, honorary member- 
ship in the organization. Other speakers were Thomas 
J. Claffy, Chicago; William C. Groeniger, Columbus, 0.; 
George J. Dehn, Chicago; Keith McAfee, Cambridge, 0.; 
William Lynn, Chicago; James Walker, Waterbury, Conn.; 
James Smith, Winnipeg; A. W. Barnes, London, Eng.; 
A. C. Shaver, Pasadena, Calif.; A. M. Douglass, Dallas, 
Texas; John Fowler, Jacksonville, Fla.; W. D. Hobro, San 
Francisco, Calif.; James H. Lutz, Jr., president of the 
Pennsylvania State Association of Master Plumbers; L. B. 
Spafford, Chicago, and W. L. Clucas, president of the 
Missouri State Association of Master Plumbers. 


New Trade £iterature 


Mueller Specialties 

Mueller Steam Specialty Co., Inc., of New York City, 
has just issued its Catalog No. 22 illustrating and describ- 
ing its steam, water, air, oil and gas specialties, such as 
pressure reducing and regulating valves, strainers, boiler 
controls, steam traps, back pressure and vacuum regula- 
tors, excess pressure relief valves, pump governors, air 
traps, liquid level controllers, etc. The catalog consists 
of 32 pages, 6 by 9 inches in size, printed on highly glazed 
paper with a gold-lettered cover. It contains many illus- 
trations, diagrams and technical descriptions. 


Stark Pump Company’s Folder 
Stark Pump Company, of Detroit, Mich., is distributing 
a folder describing its electric basement drainer. An illus- 
tration and specifications are given. 


Central Radiator Company’s Catalog 

Catalog No. 26 has just been issued by the Central 
Radiator Company, of New York City. It contains tech- 
nical description of the company’s round sectional boilers 
for steam and hot water. Cross section views, diagrams 
and illustrations, as well as tables of radiator sizes, are 
given in the catalog. Descriptions are also given of 
radiators and tank heaters. 
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Prices that fit 
any pocket book 

















It’s the truth. Hudson Bathroom 
fixtures are within the reach of every- 
one. Hudson products are perfectly 
constructed from the highest quality 





of materials—-yet fit the pocket-book 


of the smallest home owner. It’s 





easy to sell economical necessities. Your 





jobber can supply you. 





No. 100 


Hudson Exposed Two Valve 

Shower, complete with 24” 

N. P. Ring, white duck curtain 

ee ae te HUDSON SHOWERS 
16” supplies to wall and N. P. 

or wig indexed handles. meet every demand of the trade. 
6” c toc). me 
Reasonable enough to give you the 


edge on competition without shaving 





your profits. Give us a trial__we are 


featuring our entire line. 





HUDSON BRASS WORKS, INC. 


16-20 Nassau Street Brooklyn, New York 
cal snameeaiaicline 


Mention Domestic ENGINEERING when writing advertisers. 



































DOMESTIC 


HE costly labor involved in 

tearing down a section of pipe 
line to get at a leaky fittin’ can 
shoot a hole clean through the 
money you think you save by 
using orphan fittin’s. 


The price you pay for quality 
fittin’s — for Square “Gee’”’ fittin’s 
—is a safe investment. An invest- 
ment in lower labor costs. An 


THE GRABLER MANUFACTURING CO. ccrcevecana, ono. 


SQUARE 
Malleablelron 


Say Square “Gee” to 
your jobber’s salesman 


ENGINEERING 





investment in perfect jobs. An in- 
vestment in satisfied customers. 


One good job lays the foundation 
for many repeat jobs—and bigger 
profits at the end of the year. Are 
you building for profits? 


Say Square “Gees”—and your 
jobber’s salesman will nod under- 
standingly. 
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An investment for bigger profits 


“GEE: 







PipeFITTINGS 













926 





October 9, 1926 


BUILDING PERMITS FOR AUGUST 1926 

August building permits granted in 200 cities amounted 
to $317,432,100, according to the reports of the 200 
building departments to F. W. Dodge Corporation. This 
was a decline of 8 per cent from August of last year. 
However, the above figure was 2 per cent in excess of 
July, 1926. During August there were 92 cities, which 
showed increased permit valuations over August 1925 and 
108 cities with decreased permit valuations. 

Building permits granted in 200 cities during the first 
eight months of this year reached a total of $2,531,487,000 
as compared with $2,648,058,500 in the first eight months 
of 1925, which represented a decrease of 4 per cent. 

August “honor roll’’ cities (those reporting more than 
a million dollars in total permits and an increase of 20 
per cent or more over their August 1925 totals) num- 
bered twenty-one, compared with twenty-three on the 
July “honor roll.”” The August “honor roll’ cities were: 
Albany, Baltimore, Cambridge (Mass.), Cedar Rapids 
(Iowa), Evanston (Ill.), Flint, Gary, Grand Rapids, In- 
dianapolis, Jacksonville, Jersey City, Knoxville (Tenn.), 
New Haven, Oklahoma City, Paterson, Pittsburgh, Provi- 
dence, Quincy (Mass.), Roanoke (Va.), Seattle and Wash- 
ington (D. C.). 


August, 1926 August, 1925 
No. of No. of 
Permits Valuation Permits Valuation 
Alabama— 
eee 580 $1,819,100 593 $1,725,600 
Arizona— 
CTE er en ee ee 106 222,200 119 178,800 
California— 
NEI § tacae ure ods eee 72 86,600 106 139,000 
SPECT Cree 305 586,200 458 930,000 
EE ee re 43 406,900 46 87,700 
IDS aie oa ied Sua ate 60 89,300 96 137,300 
eee ee 203 614,900 188 691,600 
ee 282 459,200 341 6,026,000 
BG BROS. 5. vc kc ces .. 2,906 8,826,100 3,493 10,221,300 
ae nes 985 2,665,900 1,238 3,246,400 
Pee eee eee, aa 232 *917,800 230 676,400 
Sacramento.......... 7 217 662,300 266 655,510 
ON ae ere 749 1,384,400 704 1,254,110 
San Francisco. . ncncng Sel See 862 4,163,500 939 3,840,100 
ee a ere 139 355,800 109 221,600 
Colorado— 
Colorado Springs.......... 72 40,100 68 50,800 
i, eT OEP 549 1,012,700 674 1,489,200 
Ms os ccank wows vate. 86 84,600 104 86,000 
Connecticut— 
Bridgeport.......... oe 122 465,900 93 497,200 
Oe 174 2,756,500 224 492,000 
Delaware— 
Wilmington. . me 100 369,600 83 200,700 
Dist. of C olumbia— 
Washington... .. Ree ae 598 8,972,100 705 5,964,100 
Florida— 
Jacksonville... . ty Salt 515 2,720,600 315 1,505,700 
00 Se ee 70 173,700 183 596,200 
NT ae at 585 2,088,800 484 6,024,200 
Tampa Se ae ee 595 1,314,500 676 2,718,200 
Georgia— 
UID 55, oso py 80s ae 382 760,100 378 778,300 
BONER Gs a Rete dais Ye 134 78,400 121 58,100 
RIGS Sear eaters . 148 77,800 180 282,300 
Savannah........ 63 267,200 - 58 95,200 
Idaho— 
Boise... .. Pe ne) re 54 39,000 65 42,700 
Illinois— 
| RBS BA antes 146 429,900 91 451,000 
SUMO Fs Sass cee a sc ee 1,224 34,024,600 1,419 31,059,700 
Deeatur.....cc.c00s Potente 116 396,700 201 524,400 
Best St. Louis............ 148 324,600 178 410,500 
A a ree 124 1,674,500 122 916,600 
Maywood........ - Sa 471,400 85 243,500 
Peoria rm 136 572,100 178 360,400 
Quincy ce 43 171,900 42 137,200 
Rockford. . Bae 188 431,100 185 529,800 
Springfield ; 96 955,300 180 322,100 
Indiana— 
Evanaville................ 652 435,700 316 501,500 
Pet Wayne............0- 258 742,100 302 846,100 


DOMESTIC ENGINEERING 71 


‘*‘CHICAGO’’ 
NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
Threading 


PORTABLE 


Capacity 4” te if $s to 2” Pipe 
14” Bolt 


FEATURING: 
Quick Die Change 
Automatic Die Hea 
Three Speeds 
Perfected Oil Control 
— Sy ateaaior Send for Catalog. 


CHICAGO PIPETHREAD MACHINE Co. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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Trust the women to spread the news. Every time 
you hang radiators the E-Z way you've made 
some woman a friend for life! And she'll tell all 
her friends how this vast improvement saves ber 
back on cleaning day! 

The E-Z way makes less work for you. «oo. No 
accurate placing of anchor bolt required— 
it is adjustable. 


Healy -Ruff Co. 
770 Hampden Ave. St. Paul, Minn. | 


FON CUA ue 
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Write for 
Catalog 


Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
P Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 
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A Real Vacuum Valve 


The O-E Improved Air Exhauster and Vacuum Valve 
with the O-E Patent Return Fitting and O-E Packless 
Graduated Valve forms a positive and flexible Vapor- 
Vacuum-Pressure Heating System which is the last 
word in simplicity and economy. 


Write for Bulletin ‘‘A’’ 

Mfg. Company 
wehorfoeoroooatontoeioatoatoatoatoatoatoatoas 
Milwaukee, Wis. 
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The original adjust- 
able stock and die, 
made since 1875 and 





still increasing in 
popularity. - - - 
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Send to Department D for 
Catalog No. 19, showing our 
complete line of Pipe Tools. 
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No. of 
Permits 


342 


185 
233 


August, 1926 


Valuation 
1,625,900 
2,590,200 

208,400 
706,300 
203,400 


2,038,800 
128,300 
588,900 
104,200 
253,400 


321,400 
575,200 
639,300 


623,300 
105,700 
1,818,900 


673,400 
473,600 


159,900 


7,096,790 
67,800 


54,800 
6,135,400 
132,200 
1,918,600 
66,300 
147,300 
109,300 


290,900 
304,600 
267,700 
32,300 
1,051,300 
156,900 
518,500 
855,400 
238,600 
735,800 


299,100 
49,700 
14,419,700 
1,423,900 
1,269,900 
387,100 
84,800 
501,500 
233,900 


609,800 
1,897,500 
1,689,400 


216,200 


2,053,900 
98,100 
3,126,900 


32,900 


494,900 
790,800 


164,200 


903,300 
420,400 
693,200 
439,700 
892,400 
47,600 
3,077,100 
4,569,100 
267,800 
174,300 
1,011,900 


No. of 
Permits 

283 
1,629 
66 
453 
198 


140 
131 
176 

93 
132 


237 
149 
205 
68 
76 
465 


304 
255 


115 


2,053 
33 


41 
1,044 
95 
126 


255 
336 
79 


193 
3,692 


108 
1,358 


13 


131 
250 


October 9, 1926 


August, 1925 





Val iation 
1,291,100 
1,646,700 
86,900 
675,300 
198,400 


295,500 

71,700 
320,500 
123,300 
229,000 


259,70 
277,10 
1,140,20 


99,700 
76,600 
2,142,600 


2,193,500 
715,390 


161,200 


5,9 19,200 
52,800 


85,400 
8,065,300 
126.500 
472,100 
154,300 
243,300 
297,900 
6,800 
129,500 
725,500 
140,800 
336,600 
376,700 
451,600 
12,400 
685,300 
123,900 
601,400 
755,400 
194,600 
1,800,500 


147,700 
77,400 
15,467,700 
448,000 
732,000 
103,600 
282,100 
267,600 
300,700 


421,000 
3,073,200 
1,731,400 


163,300 


2,328,100 
150,000 
4,657,300 


10,100 


377,600 
1,045,400 


225,000 


689,000 
267,200 
67,600 
72,600 
394,300 
35,100 
2,100,400 
8,066,900 
239,200 
1,334,800 
187,300 
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600 
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August, 1926 


No. of 

Permits 
86 
157 


600 
30 
320 
709 
59 
1,024 
2,126 
307 
2,118 
304 
5,879 
180 
111 
293 
78 
109 
87 
137 


100 


33 
88 


285 
210 
534 
268 


447 


235 
253 
491 
238 


37 
93 


Valuation 


295,900 
534,900 


3,977,400 
20,600 
598,100 
2,441,700 
484,100 
18,626,800 
18,028,800 
21,169,400 
14,394,700 
1,107,900 
75,327,600 
387,000 
272,000 
1,175,200 
431,600 
806,200 
58,500 
1,268,800 


369,000 
711,000 
139,100 
245,900 


125,900 
189,800 


1,083,700 
445,300 
2,363,300 
5,633,900 
3,645,100 
1,746,000 
114,900 
49,300 
78,600 
1,162,500 
585,100 
56,200 


18,400 
2,667,600 
3,900 
485,100 


3,169,900 


672,700 
222,400 
117,800 
169,800 
604,300 
256,900 
158,400 
180,300 
9,674,400 
4,506,100 
337,200 
691,600 
327,700 
101,900 


2,601,300 


26,000 
54,600 
117,000 


76,700 


350,400 
1,250,400 
1,373,300 

262,700 


1,668,100 
197,800 
984,800 
209,300 

2,178,600 
604,590 


208,100 
741,600 
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August, 1925 


No. of 
Permits 
67 
177 


524 
224 
1,559 
1,638 
686 
289 
112 


103 
676 
303 

40 


15 
180 


233 
1,377 


72 
145 
62 
42 
264 
72 
74 
64 
1,768 
635 
80 
136 
132 
35 


601 


53 
63 
26 


46 


238 
210 
620 
258 


364 

55 
212 
315 
501 
325 


22 
143 


Valuation 
200,200 
594,400 


875,500 
30,900 
295,800 
2,355,700 
869,000 
10,617,300 
17,442,400 
45,432,800 
22,211,100 
1,087,300 
96,790,900 
600,000 
1,389,300 
1,256,200 
1,023,500 
410,700 
71,500 
1,316,400 


264,800 
767,000 
189,000 
262,900 


197,300 
9,100 


1,605,900 
379,700 
2,852,000 
4,943,200 
5,328,000 
2,316,800 
142,700 
57,400 
118,200 
1,322,800 
1,102,000 
52,000 


49,800 
571,400 
152,900 
952,300 


3,544,100 


345,900 
260,500 
866,900 
249,500 
1,035,100 
201,000 
416,000 
377,500 
9,946,700 
3,336,900 
694,200 
637,600 
307,900 
104,500 


2,024,000 


29,900 
220,700 
88,300 


430,500 


289,600 
352,700 
1,730,200 
286,100 


1,496,800 
142,300 
1,456,400 
136,400 
4,460,900 
831,200 


101,600 
539,200 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 


pressure water supply. 


Water Closets for every type or class of 


service. 


Frost Proof Closets. Direct flush 4 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 











Protection 
and 





PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


V MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y. 


Convenience 


(3) 
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é Deep SealCesspool 
> This is made for use in [$ 
D4 basements, garages and 4 
r§ stables. Two sizes—21 6 
r and 18 inches deep. Di- [§ 
2 ameter 10 inches. Out- 1? 
rs ; Ps 
6 let 8 inches. g 
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4 Order from your jobber g 
b4 R. ESTABROOK’S SONS < 
© 204 First St., So. Boston, Mass. 4 
> a le 
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When you want a 
nipple that’s made 
right for the right 
job—accurate, 
clean, sharp-thread- 





ed, it’s great to 
reach ’round into a 
carton of Smith nipples and find it! Ask your jobber. 


SMITH BROS. NIPPLE WORKS, Hamburg, Pa 
H. J. Kleinman, District Sales Mgr.,810 Morris Bidg., Philadelphia, Pa. 
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August, 1926 August, 1925 
No. of No. of 
Permits Valuation Permits Valuation 
Virginia— 
Norfolk 121 105,400 188 282,400 
Richmond Lt 524,900 198 672,800 
Roanoke..... 119 1,063,800 112 157,200 
Washington— 
Everett 171 62,100 205 73,300 
Seattle . 1,026 2,784,700 1,111 2,083,900 
Spokane 219 452,400 245 533,900 
Tacoma ; 355 594,100 398 895,900 
West Virginia— 
Charleston 34 $8,800 32 94,200 
Huntington... 61 271,900 115 391,900 
Wisconsin— 
Kenosha. . . : 254 513,9C0 220 455,200 
Milwaukee 757 3,621,100 831 3,063,900 
Oshkosh. . : 134 428,000 138 99,600 
Racine... 150 487,100 122 307,500 
Sheboygan 214 310,800 162 306,500 
Wyoming— 
Cheyenne. . 26 7 FF W' 133,600 20 35,300 
Total (200 cities) 63,732 gy $317,432,100 70,120 $346,581,500 


Convention Dates 


October 11-15.—--The eighth annual convention of the Amer- 
ican Gas Association, at Atlantic City, N. J. 

October 13 and 14.--Fall meeting of the Eastern Supply As- 
sociation, at Hotel Astor, New York City. 

October 16 and 17.—The annual convention of the Wiscon- 
sin Society of Plumbing Inspectors, in Milwaukee, Wis. 

October 20 and 21,—Fall meeting of the Central Supply As- 
sociation, at Hotel Sherman, Chicago. 

November 11 and 12.—The sixth annual Conference of Ad- 
vertising and Sales Managers, at Palmer House, Chicago. 

December 6 to 11.--Annual Power Show, at the Grand 
Central Palace, Lexington avenue, New York City. 














VACUUM PUMP 


without a Peer 


| A Return Line | 














Capacity, Efficiency and 
Quality Guaranteed 


Sold on Honor 
at Right Price 














Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 


District Agents Everywhere 
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December 16 and 17.—The annual meeting of the National 
Association of Brass Manufacturers, at New York City 

January 8, 1927.—The general conference of the presidents 
and secretaries of the local master plumbers’ associations jy 
California, at the Master Plumbers’ hall, Fresno, Calif 

January 25, 26, 27 and 28, 1927.--The annual meeting of the 
American Society,of Heating and Ventilating Engineers, 
St. Louis, Mo. 


in 

April 5, 6 and 7, 1927.—-The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

May 17 and 18, 1927.—-The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

Outings, Picnics and Golf Tournaments 


October 19.—Monthly golf tournament of the Plumbing Con- 
tractors’ Association of Chicago, at Olympia Fields Golf Club, 

William F. Hindley, 970 State street, Trenton, N. J., 
has just been elected a member of the Master Plumbers’ 
Association of the City of Trenton. 


The swimming pool commission of Colfax, Wash., of 
which J. R. Good is chairman, is planning the construction 
of a pool in Schmuch park. 

Thomas E. Hoye Heating Co., Milwaukee, Wis., has been 
awarded the heating contract on the plant of the Allen 
Bradley Co., Milwaukee, with a bid of $3,000. 

Paul Niehoff, of Milwaukee, Wis., has been awarded 
the heating contract on the store and apartment building 
under construction at 786 Delaware avenue, in that city. 

John Poulos, of Corpus Christi, Tex., is contemplating 
the construction of a 5-story, 100-room hotel building, to 
cost $250,000. 

A $40,000 plant for the Central Poultry Corp., will be 
built at Caldwell, Idaho, according to J. M. Kleiner, man- 
ager of the corporation. It will be started at once. 









handle drainage water and 
sewage, and are built in 
single and duplex units. 
Bulletin upon request. 


ns 


Fig. 194-B—These pumps 


We are interested 
in hearing from 
sa'esmen calling 
on architects and 
plumbing con- 
tractors to han- 
dle our sump 
pumps. 



























Send for 
Bulletin 120-B 


TABER PUMP CO., BUFFALO, N. Y. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 











DIRECTORS OF HEATING AND PIPING CONTRACTORS 
HOLD CONFERENCE 

Routine matters took up most of the time of the board 
of directors of the Heating and Piping Contractors Na- 
tional Association, at the meeting held at the national 
offices, 50 Union Square, New York City, last week. W. 
L. Fleischer, chairman of the standardization committee, 
conferred with the board on standardization matters, and 
certified heating was also discussed. <A _ resolution of 
sympathy for H. W. Jones of Rochester, N. Y., was passed, 
Mr. Jones being unable to be present because of the recent 
death of his wife. 


A. S. H. V. E. COMMITTEES MEET IN NEW YORK CITY 


The Research Committee of the American Society of 
Heating and Ventilating Engineers and the society’s com- 
mittee which is co-operating with the city of Rochester, 
N. Y., in tests of various types of window ventilation, met 
at the society’s offices, 29 West Thirty-ninth street, New 
York City. last week. The two committees discussed the 
possibility of the Research Committee aiding the Roch- 
ester committee in its work, in view of the fact that the 
former body has jurisdiction over the society’s laboratory 
in Pittsburgh. 








NEW JERSEY EXECUTIVE BOARD MEETS AT 
PASSAIC 

The executive board of the New Jersey State Association 
of Master Plumbers met at Passaic, Wednesday afternoon, 
September 29, to discuss routine matters of interest to the 
association. All members except L. C. Simpson of Cam- 
den, George Hornketh of Trenton and William Chesnut 
of Montclair, were present. A welcome visitor was Sam- 
uel F. Wilson of Newark, past national president. The 
members stayed over for the regular meeting of the 
Passaic local association, which was addressed by B. 
Joseph O’Donnell, field man for the National Trade Exten- 
sion Bureau. 





PHILADELPHIA ASSOCIATION HOLDS IMPORTANT 
MEETING 

The October 7th meeting of the Master Plumbers Asso- 
ciation of Philadelphia, held as this issue of ‘‘Domestic 
Engineering” was on the presses, was to be a big one, 
with several subjects of importance to come before the 
members. Charles W. Stewart, of the Vinco Co., was to 
be the principal speaker, his subject being the action of 
the product manufactured by his firm. H. L. Stillwell, 
chairman of the educational committee, was to talk on 
salesmanship, and Secretary Robert H. Pflug-Felder was 
to give his report on the national convention. 

Members were also to discuss the prevailing wage scale 
for apprentices, suggestions for the raising of this scale 
having been made, and consideration was also to be 
given to the recommendation of the board of directors 
that the annual dues of the association be raised. The 


association was also asked to advise the Carnegie Insti- 
tute of Technology about its wishes concerning the date 
of the annual institute, some master plumbers having 
asked that it be held in January or February instead of 
in the autumn. 

The annual classes in bookkeeping are now being 
formed, with M. J. Feeney at the head of the committee 
in charge, and George Hicks its secretary. Applicants 
for these classes are asked to communicate with Mr. Hicks 
at 653 North Tenth street, Philadelphia. 

MINNEAPOLIS ASSOCIATION EXHIBITS AT STATE 
FATR 

Members of the Retail Plumbers’ Association, Minne- 
apolis, Minn., maintained an attractive booth at the Minne- 
sota State Fair held in September. Oscar Bergerson, 
secretary-manager of the association, developed the plan 
of trying to interest and educate the public on the subject 
of having its plumbing properly installed. The signs in 
the booth called the attention of the public to the advan- 
tage of doing business with members of the association. 


t USA 
sy Master Plumbers 
World 7 


Leaders 2 ‘ > afford 
ad sanitation = 


= One country 
= where every 
*= home can 





Exhibit of Minneapolis Retail Plumbers’ Association at the 
Minnesota State Fair 


With from three to seven of the members of the organiza- 
tion in the booth explaining plumbing and heating ques- 
tions to the public, the association feels that distinct prog- 
ress was made in educating the public. Incidentally, a 
number of orders were taken. 

A sign over the drinking cooler called the attention of 
Minneapolis business men to the coming convention of the 
National Association of Master Plumbers as a preliminary 
step in interesting the citizens in the convention plans for 
their city next June. 

Wenzel & Henoch Co., Milwaukee, has been awarded 
the plumbing and heating contracts on the three factory 
buildings which are to be constructed by the Pittsburgh 
Plate Glass Co., at Barclay and Oregon streets, Milwaukee. 
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Members of the Heating and Piping Contractors Cleveland (Ohio) Association at the Thermal research laboratory of the 
American Radiator Co., Buffalo, N. Y. 


CLEVELAND CONTRACTORS VISIT AMERICAN 
RADIATOR CO.’S PLANT 


A most progressive step was made in the heating in- 
dustry when seventy-two members of the Heating and 
Piping Contractors Cleveland (Ohio) Association recently 
made a trip to the Thermal research laboratory and manu- 
facturing plants of the American Radiator Co., at Buffalo, 
Ms Ee 

The members left Cleveland on a recent Wednesday 
evening by boat, and were met at the docks in Buffalo 
by a fleet of sight-seeing busses which transported them 
to the various plants of the company. In the afternoon 
tests were conducted in the Thermal research laboratory 
on various sizes of boilers. Most interesting results were 
obtained by the use of glass outlet pipes on several boilers, 
showing the effect of dirt and grease in boiler operation. 

Following the tests at the laboratory the group went 
to Niagara Falls, where dinner was served in the ball 
room of the Niagara Hotel. Entertainment was furnished 
by members of the Cleveland party, after which they 
left for Buffalo and the trip home. 

The outstanding feature of the trip was the willingness 
on the part of the contractors to spend their time and 
money in visiting other cities for the purpose of learning 
more concerning their industry. The good fellowship 
that prevailed aided materially in bringing the contrac- 
tors and manufacturers closer together. The Cleveland 
association is already planning several other similar trips. 





Cc. W. WANGER ADDRESSES JOINT MEETING OF 
MASTERS 

Members of the Philadelphia Suburban, Bucks County 

and Delaware County Master Plumbers Associations met 

September 24 at Drexel Hill, Pa., to hear an address 

by C. W. Wanger, of Woodward-Wanger Co. President 

Sharpe, of the Philadelphia Suburban Association, in- 





TT ne ae 


At the annual outing of the Providence (R. I.) Master Plumbers’ Association, 


troduced Mr. Wanger, who talked along the lines of 
“Ask ’em to Buy,” bringing out the necessity of every 
plumber being a good merchandiser and being able to 
talk to prospective customers in an intelligent way. 

John J. Quinn of Philadelphia talked along somewhat 
the same lines as Mr. Wanger and also told of the work 
being done by the National Association in educational 
matters. Robert H. Pflug-Felder, secretary of the Phila- 
delphia Association, David Sanderson, state director, Harry 
Stillman and Maney Feeney addressed the meeting briefly. 
After the adjournment a light supper was served. 





WISCONSIN PLUMBING INSPECTORS TO HAVE 
INTERESTING PROGRAM 

The plans for the annual meeting of the Wisconsin 
Society of Plumbing Inspectors, which will be held at 
the Republican hotel in Milwaukee, October 16 and 17, 
have not been definitely made as yet. Frank R. King, 
state plumbing and domestic sanitary engineer, who is in 
charge of the program arrangements, has formulated a 
tentative program, both interesting and profitable. 

Aside from the usual officers’ reports and committee 
assignments, several talks will be given by men who 
are authorities in their lines. Frank Murphy, superin- 
tendent of water meters of Milwaukee, will talk on “Some 
Water Service Problems and Solutions.’ Herman Miller, 
instructor in plumbing in the Milwaukee Technical high 
school, will tell of the plumbing apprentice instruction 
in that school. ‘‘Copper Water Services” is the subject 


, of a talk to be given by George Sullivan of the Mueller 


Co. Mr. Kurz of the Milwaukee County Metropolitan 
Sewage System will show three films of the workings 
of that plant with explanations, and will conduct a per- 
sonal visit to the plant. Mr. King will also read ohne or 
two papers. A question box will be used, and a round 
table talk will be held, followed by committee reports. 





held recently at Plum Beach House 
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New Business “Ventures 


W. J. Stacey has opened a plumbing and heating shop 
in Kenmare, N. Dak. 

The Detroit-Niagara Heating & Ventilating Engineers, 
5677 Grand River avenue, Detroit, Mich., has been incor- 
porated with a capital of $10,000. 

J. Marks, Portland, Ore., formerly connected with the 
plumbing department of the Hawthorne Sheet Metal 
Works, has opened a plumbing shop at Twentieth street 
and Hawthorne avenue. 

The Marion Plumbing & Electric Co., Los Angeles, 
Calif., has been incorporated with a capital stock of 
$5,000. The incorporators are: Harry M. Sheehan, H. E. 
Cronenweth, A. M. Ratigan and N. K. Shumway. 

George Collins, for 30 years connected with the John 
Collins Co., 15 Howe avenue, Passaic, N. J., has entered 
the plumbing and heating business on his own account 
with a shop located on Garden street, Passaic. The firm 
name will be the Collins Plumbing & Heating Co. 

Charles Kramer recently established himself in the 
plumbing and heating business at 721 East One Hundred 
and Sixty-first street, New York City. Mr. Kramer has 
been identified with the industry for a number of years 
and is well known in the Bronx section of the city. 





Bids have been received for the proposed convent for 
St. Augustine’s parish at South Boston, Mass. Plans by 
Maurice P. Meade, 80 Boylston street, Boston, call for a 
4-story brick, steel and stone building to cost $350,000. 











At the annual convention of the Oregon Master Plumbers’ 
Association, held recently at Corvallis.—Top row, left to 
right: C. P. Yundt, Miss Cecile Cole and F. E. McKenna, all 
of Corvallis —Middle row: Mrs. and Mr. Jack Milne and sons, 
Jack, Douglas and Harry, of The Dalles, Ore.—Bottom row: 
Mr. and Mrs. R. Lane and son Robert, of Corvallis, Ore. 























































Roe oe oma Lavigne 
Radiator Valves are designed 
=| along the substantial lines which 
i} insure years of satisfactory service. 


\ High grade materials are used 

throughout and nowhere hasstrength 
\ been sacrificed in an attempt to 
save metal. 


These valves are easy to install. 
Ample thread space is provided on 
the intake end and the forged brass 
tail nut will not crack nor break. 


A comparison will convince you 
that Commonwealth Lavigne Ra- 
diator Valves are superior to others 
sold at a comparable price. 
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PATERSON PROTECTIVE ASSOCIATION ENTERTAINS 
LADIES AND CHILDREN 


The Paterson Master Plumbing & Heating Engineers’ 
Mutual Protective Association recently held an outing for 
the ladies and children at Idlewild Park, West Paterson, 
N. J. Besides the lunch and the dinner, games and sports 
for young and old were enjoyed during the day. A doll 
was given the winner of the girls’ 50-yard dash, while the 
fastest boys in their 50 and 75-yard dashes received a 
baseball and bat, respectively. Another feature was the 
basketball game for the girls. 

Each girl present was given a writing set, including 
pencil and pens, enclosed in a neat box. The boys received 
baseballs, and each lady a box of candy. A merry-go- 
round furnished much fun for the kiddies. 





The Barlow Brothers Company, 63 Grand street, Water- 
bury, Conn., is working on the plumbing installation at 
the new Jane T. Rogers’ residence on Newton Terrace. 
The W. H. Lowe Company, 87 Cherry street, has the 
heating contract on this project. 


William Faust & Co., Wauwatosa, Wis., was the low 
bidder with a bid of $4,690 for plumbing, and W. A. 
Bowers Heating Co., also of Milwaukee, was the low bid- 
der with a bid of $16,848 for heating, for the first unit of 
the Vocational school, to be erected at West Allis, Wis. 

The $38,800 plumbing contract in connection with the 
proposed $900,000 Junior high school for the city of 
Woonsocket, has been awarded to Raoul Renaud, 56 
Cumberland street, Woonsocket, R. I. 

Edward Nolette, Central avenue, Pawtucket, R. I., has 
the heating and plumbing contract on the $400,000 
church for Our Lady of the Sacred Heart parish on Broad 
street, Central Falls. 
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At the recent annual outing of the Bronx Branch of the 
Greater New York Association of Master Plumbers.—Back 
row, left to right: Frank Fee, past National president; J. J, 
Dixon, New York state treasurer; S. H. Welch, state presi- 
dent; M. J. Kennedy, past state president; T. W. Edgerton; 
William J. Flynn, past state president; B. Joseph O’Donnell, 
past state president and field representative of National Trade 
Extension Bureau.—Bottom row: G. 8S. Arnone, state secre- 
tary; J. Stockinger, president Queens association; J, J. 
Rogers, secretary Queens association; Harry Sugerman, presi- 
dent Bronx association, and E. Magoldi 


Paul Quirk, Milwaukee, Wis., has been awarded the 
plumbing contract on the addition to the factory of the 
Wesley Steel Treating Co., 651 South Pierce street, that 
city. 

Tucker & Rice, Inc., Worcester, Mass., have secured the 
plumbing contract, and M. D. Holmes & Sons Co. the 
heating contract on the new business block at 10 Front 
street, that city, which is being erected for the R. C. 
Taylor Trust. 
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THE PLUMBING AND HEATING MAN OF 1936 

3efore many years have passed away, we shall see fol- 
lowing the names of plumbing and heating contractors 
the letters B. S., S. E. and M. S. When this is done, it 
will mark the dividing line between two distinct periods 
in the history of plumbing and heating. Plans are now 
in operation under the direction of Prof. S. E. Dibble at 
Carnegie Institute of Technology which will bring this 
about and much less than a decade will elapse before grad- 
uates from the College of Industries will be entitled to 
use after their names the letters B. S. (Bachelor of 
Science), S. E. (Sanitary Engineer), and M. S. (Master 
of Science.) The latter terminology has not been defi- 
nitely decided upon but it will represent a standing in 
plumbing and heating higher than the two other degrees 
mentioned. 

Professor S. E. Dibble states that forty students have 
been enrolled in the bachelor of science course. There is 
a sophomore class of sixteen, one of the largest sophomore 
classes in the college. In the short course in plumbing and 
heating, thirty-five students are enrolled. Those who get 
the bachelor of science degree will be experts in plumb- 














—— 





The booth of the Carnegie Institute of Technology, at the 
recent Louisville convention of the National Association of 
Master Plumbers 


ing, heating and ventilating and the college encourages and 
urges all of them to go into the business of plumbing and 
heating as workmen or as contractors. 

The trade is watching the work of Prof. Dibble with 
great interest and is looking forward with pleasurable 
anticipation to the time when the ranks of the army of 
plumbing and heating men will be filled up by men who 
have won college degrees. When that time comes the 
plumbing and heating man will be looked upon by the 
public in a different light from that in which he is now 
regarded. When his letterheads bear the letters after his 
name; B. §., 8S. E., and perhaps M. S., he will be on a plane 
with all other recognized professions. 


Among those now taking the bachelor of science course 
at Carnegie Institute are four boys from Florida, four 
from the Pacific Coast, two from Kansas, three from New 
England states and others from various other states 
throughout the Union. 

An example of the acknowledged value of such courses 
to the industry, was the interest manifested by the visitors 
to the institute’s booth at the recent Louisville National 
Convention. In the picture of the exhibit shown here, the 
Photograph at the left is that of Andrew Carnegie, founder 
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The guardians of the drainage 
system! The Edelco Round Vent 
Box, with its extra heavy top, 
makes it especially good for drive- 
ways, etc. Being screwless, it can 


: be opened or closed in a second in 





any weather. The Edelco Round 
Tcp Water Box has a boltless and 
self locking top. They both caulk 
on 4” pipe from the top and are 
éasily fitted to cement. Write for 
our Cast Iron Specialties catalog. 





Sanitary Co. of America 
LINFIELD, PA. 


PaOGR PDC CK POC PRS 








YOUNG 


CENTRIFUGAL VACUUM 
AND BOILER FEED 


PUMPS 


They produce a powerful suct.on on the return line ot vacuum heat ng 

systems while a pressure of twenty pounds at the pump insures positive 

return of water to boiler at all times. 

Bulletin No. 5. describing complete line of pumps, will 
¢ mailed on request. 


YOUNG PUMp COMPANY 
DUNHAM BUILD NG 
450 East Ohio Street, Chicago 
In Canada: C. A, Dunham Co., Ltd. 
1523-41 Davenport Road, Toronto 





Supplied in 
Staadard Units 
of Seten Capacities 
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PNEUMATIC — STORAGE— SPECIAL 


Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 
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RANGE BUILERS 





Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 
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of Carnegie Institute of Technology. At the right is the 
photograph of Theodore Ahrens who has set aside an en- 
dowment for the chair in plumbing, heating and venti- 
lating, the first chair established at Carnegie Institute of 
Technology and the first of its particular kind in the 
world. Between the two photographs is an airplane view 
of Carnegie Institute. Under this view are two panels 
which show the courses of study. Upon completion of the 
studies listed, the student is entitled to use the letters B. S. 
or Bachelor of Science. In the bookcase beneath the 
picture are shown copies of all the textbooks used in teach- 
ing the various subjects in this plumbing and heating de- 
gree course. 


Obituary 


Allan H. Warner 
Allan H. Warner, eastern representative of the Capitol 
Brass Werks of Detroit, Mich., died recently according 
to official announcement just issued by this company. 
William J. Turner 
William J. Turner, treasurer of the Bemis Heating 
Company of Southboro, Mass., died at his home in that town 
on September 16. He was born in St. Johns, N. B., 
February 7, 1871, and had been a resident of Southboro 
for the past four years. For 20 years prior to that he 
resided in Marlboro, Mass. He was a member of the 
Masonic and Odd Fellow organizations. 


Philip M. Dowd 
Philip M. Dowd, of Medford, Mass., sales representative 
of the Crane Co., and widely known throughout New Eng- 
land among the plumbing trade, died at his home, 229 
Central avenue, that city, on September 23, in his 30th 
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year. He was stricken with pneumonia a week previous 
to his death. He leaves a wife and one child. 


Howard L. Norton 
Howard L. Norton, plumbing contractor, died recently 
at his home in Brooklyn, N. Y. Mr. Norton was born in 
Stroudsburg, Pa., in 1877 and was in business at 21 Park 
Row, Manhattan. He was a member of a number of 
organizations, including Sandolphin Lodge, F. & A. M., 
Empire Chapter, DeWitt Clinton Commandery, and the 
Knights of Malta. 
Fred J. Trautman 
Fred J. Trautman, vice-president of the Samuel A. Ess- 
wein Heating & Plumbing Co., Columbus, Ohio, died re- 
cently at his home in that city. Mr. Trautman was in his 
62nd year, and his death followed an illness of two weeks. 
He had been identified with the Esswein company for 30 
years and was born in Columbus. He was a member of 
the Independent Order of Odd Fellows and the Knights of 
Pythias. 
Sigmund Smolka 
Sigmund Smolka, for many years associated with 
Samuel S. Glauber, Inc., New York City, died Sunday, 
September 26, as the result of injuries received when 
struck by an automobile several days previous. Mr. 
Smolka, who was in his 45th year, is survived by his wife, 
three children, his sister, Mrs. Emily Goldsmith, president 
of Samuel S. Glauber, Inc., and a brother, Edward Smolka 
of New York City. 
Bernhard A. Buge 
Bernhard A. Buge, for many years a member of the 
Association of Master Plumbers of the City of New York, 
Manhattan Branch, died last week. Members of the asso- 
ciation turned out in large numbers at his funeral services, 
which were held at his late residence October 2. 








Now— 
reduced to 


$6750 


List F. O. B. Indianapolis / 


The MURDOCK, Jr. 
Home Water System 





210 gallons an hour. Constant sprinkling pressure— 
28 foot water lift. 


Here is a greater opportunity for every good plumber—a full 
automatic home water system at a price insuring sales. 


MURDOCK pumps will build a bigger business for you, because 
they give better service. Try a MURDOCK Jr. and see for yourself. 


and these other MURDOCK Models 
Model B_ (220 gal. per hour) $100.00 
Model C (400 gal. per hour) $125.00 
Model D_ (600 gal. per hour) $150.00 


Model E (800 gal. per hour) $250.00 


Prices all list f.0. b. Indianapolis. All models equipped with 
repulsion-induction motors. 


MURDOCK Deep Well Pumps 


New improved models—all moving parts inclosed—dependable, 
more efficient. MURDOCK Special Model, complete with tank, 
$150.00 list f. o. b. Indianapolis. 


The MURDOCK franchise is valuable to good plumbers every- 
where. Write us now about your territory. 


MURDOCK PUMP COMPANY 


former corporate name GURLEY PUMP & MFG. COMPANY 
INDIANAPOLIS, INDIANA 
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DEARBORN BASIN SUPPLIES 

















Our — is 34 I. P. to wall 
and ;% O. D. upright, with 

union : ceien on stop. 
This makes an easy and 
quick installation. 


Furnished with solid wheel, 
4 Ball index or solid china 
cross handles. 





BUILT RIGHT AND 
SOLD RIGHT 


Sold through your Jobber. 
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DEARBORN BRASS CO. CEDAR RAPIDS, IA. 
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Women’s eA uxiliaries 


New Jersey Executive Board Holds Meeting 

A meeting of the executive board of the Women’s 
Auxiliary of the New Jersey State Association of Master 
Plumbers was held at the Walt Whitman Hotel, Broadway 
and Cooper street, Camden, N. J., on Wednesday, October 
6, at 3 p. m. 

Wichita Auxiliary Elects Secretary 

The Wichita, Kans., Women’s Auxiliary held a special 
meeting on September 20, at the home of Mrs. O. C. 
Robertson. The meeting was called for the purpose of 
electing a new secretary to succeed Mrs. C. W. Burgan, 
who has resigned and is leaving the city. Mrs. R. P. 
Johnson was unanimously elected. Plans for the business 
and social activities for the coming winter were discussed. 
After the meeting the ladies were joined by their hus- 
bands. Delicious refreshments were served and all en- 
joyed the evening. The Wichita auxiliary has been or- 
ganized but a short time, but expects to have a 100 per 
cent membership before the winter is over. 

Orange, N. J., Auxiliary to Give House Warming 

The Women’s Auxiliary of Orange, N. J., held its first 
meeting of the fall season on Thursday evening, Septem- 
ber 23, with a good attendance. Meetings of this auxiliary 
are held in the rooms of the Master Plumbers’ Associa- 
tion, and the ladies were pleasantly surprised to find that 
the rooms had been redecorated and everything had been 
put in readiness for the meeting of the auxiliary. In 
appreciation of this it was decided to give a house warm- 
ing on Thursday evening, October 14. 








Photographs taken at the recent annual outing of the St. 
Paul Master Plumbers’ Association, at Orchard Lake.—Top 
picture: Emil Kolar, president of the St. Paul association, 
with his wife and son.—Middle picture: Mrs. J. G. Zermet 
and Miss Hazel Bratt.—Bottom picture: Eugenia Peterson, 
Mrs. C. F, Meurer and Mrs. A. Peterson, all of St. Paul, Minn. 
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“Now I Understand Why 
Badger Copper Boilers 


3 


Give Everlasting Satisfaction’ 


HAT’S what a recent visitor to our plant 
told us. 


“T’ve been in a lot of plants doing sheet metal 
work, but you’ve done a real job in developing 
copper craftsmanship.” 


This visitor was impressed with the care Badger 
takes in dove-tailing and brazing the longi- 
tudinal seam of the shell. When he saw the 
half-round heads riveted to the shell and sweat 
with solder, he began to understand a few of 
the reasons back of Badger long service records. 


“It’s easy to see why plumbing and heating 
contractors specify Badger Copper Boilers. 
Their customers don’t have anything to kick 
about.” 


We shall gladly estimate on your speci- 
fications. Send for bulletin illustrating 
standard sizes and pressures. 


E. B. BADGER & SONS CO. 


75 PITTS ST. % BOSTON, MASS. 


New York: 101 Park Ave. Toledo, Ohio: Ohio Bldg. 
Tulsa, Okla.: Mid-Continent Bldg. 








Te ape eee 


a TT 


a eee 


Fe 


SS Se SST Sn eee 
. : 
on rT ; 


82 DOMESTIC ENGINEERING 


Portland, Ore., Auxiliary Gives Luncheon 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation, Portland, Ore., held its first business meeting 
of the season on Tuesday evening, September 14, at which 
time plans for the year were discussed. The first luncheon 
of the season was held at the home of Mrs. Steve Pollitt 
on Thursday, September 23. Those assisting Mrs. Pollitt 
at this affair were Mrs. W. T. Finnegan, Mrs. T. J. Roy 
and Mrs. T. Spreadborough. Mrs, Theodore Roy, presi- 
dent of the Portland Women’s Auxiliary, was unable to 
be present because of the illness of her husband, who has 
been at home for several weeks. Mrs. Roy sent word that 
Mr. Roy was improving satisfactorily and that she hoped 
to meet with the ladies at the next session of the Portland 
auxiliary. 


Rochester Auxiliary Plans Interesting Season 

The Women’s Auxiliary of Rochester, N. Y., started the 
fall season with a regular business meeting and afternoon 
tea at the Women’s City Club, on Wednesday, September 
15th. The auxiliary has many plans which will make the 
coming season a most interesting one. On October 13th 
a public card party will be given and the auxiliary mem- 
bers will invite guests. 

Other enjoyable affairs planned are a clam bake and a 
duck dinner to take place in October and November. 
These will be strictly social affairs for members and the 
master plumbers. The auxiliary is working to increase 
its membership and finds that in order to hold interest it 
must be doing things of interest. 

The Rochester auxiliary recently experienced a great 
bereavement caused by the death on September 16 of the 
first vice-president, Mrs. Horace W. Jones. Mrs. Jones 
was a brilliant and charitable woman and the auxiliary 
feels that it has lost a most valuable member. 


For Any Kind 
of Radiator | 


A Moore Hanger will do 


the job. Easy to install 
because of its simple mech- 
anism. Pressed steel 
throughout. Ample adjust- 
ments. 


7 different models, each 
sold complete — no parts 
to buy extra. Approved 
by all leading architects 
and heating contractors. 














Your jobber can supply you 


CARTY & MOORE 
ENGINEERING CO., 


(INCORPORATED) 
611 West Larned Street 
Detroit, Michigan 





Double Bottom 
Hung Wall 

















SOUTH RIVER (N. J.) ASSOCIATION INCORPORATES 


The Master Plumbers’ Association of South River, N, J., 
and vicinity has just been incorporated under the laws 
of New Jersey, and will soon start a campaign of coopera- 
tive advertising. This organization, which was orgunized 
three years ago and which joined the New Jersey State 
Association of Master Plumbers last year, has 19 members. 
It includes masters from South River, Sayreville and Mill- 
town. Its headquarters are on the second floor of Luker’s 
restaurant, South River, where semi-monthly meetings are 
held. 





WISCONSIN CHAPTER, A. S. H. V. E. ELECTS 
OFFICERS 


Officers for the current year have been elected by the 
Wisconsin Chapter of the American Society of Heating 
and Ventilating Engineers. Harry M. Miller is president; 
Joseph H. Volk, vice-president; Fred G. Wrimer, secre- 
tary, and William H. Wilson, treasurer. Members of the 
board of directors are Prof. G. L. Larson, C. J. Rice and 
R. G. Olson. 





The Northfield Seminary, East Northfield, Mass., has 
awarded a general contract to the H. Wales Lines Com- 
pany, 134 State street, Meriden, Conn., for a three-story 
recitation building to cost $200,000. 

P. F. Scott, 96 Atwater street, New Haven, Conn., 
will install the plumbing and heating systems in a resi- 
dence on Gorham street, and another on Circular avenue. 

The Urban Golf club, of Los Angeles, Calif., has com- 
pleted working plans for the construction of a club house 
near Santa Fe Springs, to cost about $30,000. A swim- 
ming pool will be part of the equipment. 








Blake Closet Waste Fittings 


Complete with 2-inch Slip Collar 


All are Extra Heavy Weight 


We make these in 12, 18 and 
24 inch lengths, with one or two 


tappings—either 134 or 2 inch. 
Also made plain without tap- 


pings. Two inch hub branches, 
either single or double, can be 
furnished when soil pipe connec- 
tion is desired. 

Illustration Shows J 2118—15" 
Two 11%" Tappings 





Blake Insertable Joints 


A lead ring is included with each 
fitting. You will find this a very 
handy fitting when it is neces- 
sary to cut into a line of pipe 
to insert a Y or Tee. 

Made from 2 to 6 inch sizes 
Standard and Extra Heavy 
Your jobber will supply you. 
Complete line of our specialties 

shown in Catalog J. 


BLAKE SPECIALTY Co. 
Rock Island, III. 


CANADIAN SERVICE—ALL CRANE CO, BRANCHES 
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This E2 That, Here &? There 


Hugo Lippert, Milwaukee, Wis., has been awarded the 
plumbing contract on the store building which is under 
construction on Burleigh street, Milwaukee, for S. Etten- 
heim & Sons, of that city. 

H. McNulty, Milwaukee, Wis., has been awarded the 
heating contract on a residence under construction on 
Hopkins street, between Twenty-fourth and Twenty-fifth 
streets, that city, with a bid of $2,100. 

H. Maser, Milwaukee, Wis., has been awarded the 
plumbing contract on the addition to the offices and sales 
room of the Blommer Ice Cream Co., at 1502 North ave- 
nue, that city. 

G. H. Kallies, Manitowoc, Wis., has been awarded the 
heating contract on the boiler house, laundry, and kitchen 
which are to be built for the Salvatorian Fathers at their 
monastery at St. Nazianz, Wis., and for the remodeling 
of their church in that town. 














At the recent annual outing of the Master Plumbers’ Associa- 
tion of Jersey City, N. J.—Top picture: Part of the master 
plumbers who were at the outing.—Lower row: E. W. Roth- 
fuss and W. R. Scott. both of Crane Co.; Mrs. Ira Morris, Mrs. 
Walter Grub and Mrs. A. Taaffe, all of Newark, N. J. 


W. H. Custer & Sons, Salem, N. J., have been awarded 
the plumbing and heating contracts on the new building 
of the Salem Bank & Trust Co., Salem, N. J., with a bid 
of $8,500. 

Donna, Tex., is planning the construction of a city hall 
Which will cost $50,000. 

W. T. Monroe & Co., of Greenville, Tex., has been 
awarded the heating and plumbing contracts on the new 
high school and grammar school at Wills Point, Tex. 

Barr & Anderson, of Vancouver, B. C., Canada, have 
been awarded the plumbing contract on the $2,000,000 
hotel being erected by the Canadian National Railway, in 
that city, with a bid of $150,000. The same firm has also 
been awarded the plumbing and heating contracts on the 
new hotel for the Canadian Pacific Railway, at Banff, Al- 
berta, to replace the one destroyed by fire, with a bid of 
$160,000. 

Loew’s Inc., New York, is making preliminary plans 
for the construction of a $1,000,000 theater and com- 
mercial building at Weybosset, Pine, Page and Richmond 
streets, Providence, R. I. 
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LOW LABOR COST TO INSTALL 


Gan THE 

7 OVERTON 
This famous roof flashing 
will fit any roof from flat to 
half-pitch and makes an air 
and water-tight joint. No 
fuss and bother as in the in- 
stallation of ordinary flash- 
ings. Economical, too because, cnce it is 
placed, the Overton is there for good — no 
service calls. Write your jobber. 


BUTLER MANUFACTURING COMPANY 


MINNEAPOLIS, MINNESOTA 
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Tank Fittings of Quality 
1856: ‘*McSHANE?’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1926 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 
































What More ' 
Do You Want | 


than a good, clean-threaded 
nipple that’ll make up tight 
the first time? Then why 
not buy Pabst? 


From your jobber | | 


FRED PABST COMPANY, Mfrs. 
917 Chestnut St. Milwaukee, Wis. 














Tne same old name since 1814 


Over 1000 Schools 


In 43 states, within the past three years, over 
1,000 schools and colleges have installed Duriron 
acid-proof pipe to carry the destructive wastes 
from the laboratories. 


Thus these schools are forever protected from 
damage due to corroded drain pipe, AND hun- 
dreds of plumbers have made a better profit than 
if they had used unsuitable material. 
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At the recent annual outing of the Master Plumbers’ Associa- 

tion of Lynn, Mass.—Top picture, left to right: P. L. Burnes, 

Danvers, Mass.; James H. Trow, Salem; Dr. M. R. Donovan, 

health officer, Lynn.—Bottom picture: The winning sales- 
men’s team in the tug of war 


William H. Spaulding, Saylesville, R. I., has been 
awarded the plumbing and heating contracts on the new 
residence on Colonial road, Providence, for Frederick: E. 
Leonard. 

J. Iadonisi & Co., 137 Winthrop avenue, New Haven, 
Conn., are busy with several plumbing and heating con- 
tracts. They include a three-family residence on Willis 
street, for S. Salvietti; residence for L. P. Petrillo at 220 


Yale street; and a store and apartment block at 860 
Dixwell avenue. 
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No. 5—%-Inch Compound Injector. Patented 
in U. 8., Canada and Foreign Countries. 


There are no hard water problems where 
this Compound Injector is installed. It 
is positive in action, simple in construc- 
tion and will give years of trouble-free 
service. Write for complete information. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, Ill., U. S. A. 


Originators, designers and sole manufacturers of 
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A. E. Homes & Bros. Co., Superior, Wis., has been 
awarded the ventilating contract with a bid of $7,870, 
and the Eddy Plumbing & Heating Co., also of Superior, 
has been awarded the heating contract with a bid of 
$7,285 and the plumbing contract with a bid of $3,492, 
on the addition to be built to the Howe school, in that 
city. The Eddy company has also been awarded the 
heating contract with a bid of $8,218 and Carlson Bros, 
of Superior, have been awarded the ventilating contract 
with a bid of $3,930 on the addition to the Cooper school 
at Superior. : 

John S. Jung, Milwaukee, Wis., has been awarded the 
heating contract on the school and church building to 
be erected by St. Agnes congregation at Twenty-fifth 
street and Lake boulevard in that city. 

The Pflugradt Heating Co., Milwaukee, Wis., has been 
awarded the heating contract on the store and garage 
building under construction on Cedar street, between 
Sixth and Seventh streets, in that city. 


O. A. Waskow, Milwaukee, Wis., has been awarded 
the plumbing contract, and Eichhorn & Radtke, also of 
Milwaukee, have been awarded the heating contract on 
the paint factory under construction for the Badger Paint 
Stores at Forty-ninth and State streets, Milwaukee. 


A combined central heating plant and laundry building 
is to be erected at the Tuberculosis hospital, Chenango 
Bridge, N. Y. Frank A. Stearns, Court House, Bingham- 
ton, N. Y., is in charge. 

The North Attleboro Hotel Company, North Attleboro, 
Mass., is having plans prepared by J. D. Leland & Com- 
pany, Boston, for the construction of a hotel at Washing- 
ton Square North Attleboro, at a cost of $225,000. Frank 
Mason, 558 Mt. Hope avenue, North Attleboro, is pres- 
ident of the hotel company. 








Highest Quality 
at Lowest Cost! 


IF YOU are looking for the Highest Quality ina 

Condensation Pump at an attractive price, 
here it is! 

The Chicago ‘‘Sure Return’’ Condensation 
Pump and Receiver, shown above is manufac- 
tured on a quantity production basis which en- 
ables us to give you the highest quality at a sur- 
prisingly low price. All parts are standard and 
interchangeable. For pressures up to 10 lbs. and 
capacities up to 10,000 square feet of direct radia- 
tion, this outfit is unequaled. And you can have 
delivery in twenty-four hours! 

In addition to the ‘‘Sure Return’? we manu- 
facture a complete line of Vertical and Hori- 
zontal Condensation Pumps for boiler pressures 
to suit any job and capacities up to 150,000 sq. ft. 
of direct radiation. Engineering data furnished 
on request. 


CHICAGO PUMP CO. 


Circulating Sewage Condensation 
Bilge House Fire Vacuum 


2322 Wolfram St. Chicago, ‘Ill. J 
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The Zuehlke & Stoehr Co., Milwaukee, Wis., has been | 
awarded the heating contract on the addition to the 
factory of the Fleischmann Co., at 378 Twelfth street, in | 
that city. This firm has also been awarded the heating 
contract on the Tegtmeyer hotel, with a bid of $24,000. 


The Inland Engineering Co., Hammond, Ind., has been 
awarded the plumbing and heating contracts on the 
Veterans’ Bureau hospital, to be constructed at North- 
port, L. I., N. Y. The huge, thoroughly fire proof insti- 
tution will comprise 35 buildings. The principal ones 
are the main hospital for shell shocked and mentally 
affected ex-soldiers of the World War, an administrative 
building, and one for various clinics. The structure is 
to cost over $5,000,000 when completed. The plumbing 
contract amounts tto $245,250, and the heating $222,156. 

The Denver Plumbing Co., Denver, Colo., has been 
awarded the plumbing contract on the $50,000 oil ex- 
change building for J. W. Thompson, at Amarillo, Tex. 

The Heisler Plumbing Co., 260 Vance avenue, Memphis, 
Tenn., hag been awarded the plumbing contract on the 
$30,000 duplex at Highland avenue for Guy Stollenwerck 
of that city. 

The Chadwick Realty Co.| of Portland, Me., has taken 
an option on a piece of property on Main street, Sanford, 
and plans are under way for the construction of a 4-story 
Colonial type hotel building to contain 80 rooms. 








At the recent annunl outing of the Master Plumbers’ Associa- 
tion of Lynn, Mass.—Top picture, the committee in charge of 
the outing, standing: President E. N. Harnois, John B. Fee- 


ny \o 























han and Thomas A. Andrews; kneeling, J. A. Reardon and 

George E. Ryan.—Bottom row: James Law of Carpenter-Pat- 

terson Co., and W, R, Styles of E. B, Badger & Sons Co., win- 

ners of the three-legged race; William J. Barr and Howard 
Wood, winners of the fat men’s race 


The plumbing and heating contracts on the grade school 
building at Wills Point, Tex., have been awarded to W. 
T. Monroe, of Greenville, with a bid of $8,375. 

H. W. Otto, Milwaukee, Wis., has been awarded the 
Plumbing contract on the garage and filling station now 
under construction at California and Kinnickinnic ave- 
hues, that city, for Emil E. Krenz. 

Eichhorn & Radtke, Milwaukee, Wis., have been 
awarded the heating contract on the business and apart- 
Ment building under construction at 990 Lincoln avenue, 
that city, for Schaefer Bros. 

Schaefer Brothers, Milwaukee, Wis., have been awarded 
the plumbing contract on the apartment building under 
construction at 347 Thirty-third street, that city. 











Grassler & Gezelschap, Milwaukee, Wis., have been 


Get the job done ina hurry witha 


Crown Post Vise 


(PATENTED) 


No bench is needed. Wrap the 
chain around any post. Drive 
down the wedge and it’s ready. 


The hole in the vise keeps it solid. 


No lag screws. Nothing to get 
out of order. No hooks to 
break. No bolts to fasten. 


Order one today through 
your local jobber. 


CROWN DIE & TOOL CO. 
2636 NORTH KEELER AVE. 


CHICAGO 
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© Dart Unions speed up work 
and thus effect a biz saving. 
Try them on the next big job. 


» E.M. Dart Mfg. Co. 


Providence, Rhode Island 


The Fairbanks Co. Sales 

_ Agents. Canadian Fac- 

Ss tory: Dart Union 
'imited, Toront« 
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CURTIS PIPE CUTTING AND 
THREADING MACHINE 
PORTABLE 
Our small, self-contained, direct 
connected electrics, as shown, our 
14 to 3 inch and | to 4 inch 
models are portable, being easily 

handled by two men. 
COMPLETE LINE 
HAND — BELT — ELECTRIC 
Range 14-2” to 2- 16’ 





No. 430 ELECTRIC 
Range 4-2 In. 


THE CURTIS — CURTIS CoO. 


318 Garden Street 





Bridgeport, Conn. 











A Sharp Drill. 


Every Hole | 

















ELIMINATES 
DRILL COSTS 


Every Phillips Self-Drilling Expansion 
shell is a drill. No more misfit holes 
and uncertain anchorages. They won’t 
pull loose nor pull out. For fastening 
pipe, rod and strap hangérs there’s 
nothing better. 


Write for circular. 


PHILLIPS DRILL COMPANY 


PS DRILL COMPANY | 


No Repairing—No Cleaning 
No Refuelling —No Lost Time 


To the Master Plumber these 
advantages mean time and 
money saved. 

On the jobits cleanliness and 
absolute safety are appreci- 
ated by the customer. 


These features are obtainable only 
with an ELECTRO MELTER. 


Manufactured and Guaranteed by 
Electro Engineering Co., Inc. 
Richmond Hill, N. Y. 


= Nationally Distributed By 
WOODWARD- WANGER COMPANY 


PHILADELPHIA, PA. CHICAGO, ILL. OAKLAND, CAL. ORLANDO, FLA. 


—= 


























Exhibit of the St. Paul Master Plumbers’ Association at the 
recent Minnesota State Fair 


awarded the heating contract on the building now under 
construction at 170 Clinton street, that city, with a bid 
of $6,500. 

The Lorenz Plumbing & Heating Co., Klamath Falls, 
Ore., has been awarded the plumbing and heating con- 
tracts on the $75,000 hotel to be built in that city, with 
bids of $6,344 and $5,238, respectively. 


The Oregon Plumbing & Heating Co., of Portland, Ore., 
is installing the plumbing systems in a large residence 
at 4435 Powell street, for M. J. Van Hoomissen. 

C. J. Kelly, 1259 Belmont street, Portland, Ore., is in- 
stalling plumbing and sheet metal work in a building 
for Stranahan & Stranahan, 1012 Bybee street, in that 
city. 

Plans are being completed by Liebenberg & Kaplan, 
architects, 617 McKnight building, Minneapolis, Minn., 
for a 3-story lodge building with a foundation sufficient 
to carry 7 additional stories, for the Gymnal Doled Club 
of which Louis Nathanson is president. The building 
will be erected at Ninth street and Second avenue, South, 
and will have a swimming pool and gymnasium and will 


cost $250,000. 


The architectural department of the University of 
Minnesota, Minneapolis, is preparing plans for a rein- 
forced concrete, brick and stone auditorium to be known 
as the Cyrus W. Northrup auditorium to cost about 
$1,000,000. Steam heating wil be used from the central 
heating plant. 

J. C. Hutchinson, of Dallas, Tex., is planning a brick 
veneer and concrete building of 2 stories, 48 rooms, 12 
apartments, to cost $75,000. 

The Boulevard Co., of Galveston, Tex., c/o Joseph St. 
Mary, 213% Twenty-second street, will call soon for bids 
on the construction of a 12-story brick, terra cotta, and 
concrete hotel building. The plans call for 514 rooms 
with bath, hot and cold water, running ice water, special 
heating and ventilating and other features. The cost of 
construction will be $1,400,000. Paul G. Silber & Co., 
332 Bedell building, San Antonio, are the architects. 

Dr. George E, Gwinn, of San Antonio, Tex., is reported 
to be contemplating the construction of a 10-story hotel 
building at the corner of Martin and Navarro streets, to 
cost $400,000. 


The heating, plumbing and wiring contracts on the 
women’s dormitory at the Abilene (Texas) State hospital 
have been awarded to the General Contracting Co., of San 
Antonio, with a bid of $46,800. 


The Barber Plumbing Co., of Houston, Tex., has been 
awarded the plumbing, heating and ventilating contracts 
on the new Taylor exchange building, in that city, for 





the Bell Telephone Co. 
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The W. P. Kirk Co., 749 Main street, Bridgeport, Conn., 
has been awarded the plumbing and heating contracts on 
the proposed $150,000 banking building for the West Side 
Bank on State street in that city. 

St. Peter’s parish, Cambridge, Mass., proposes to erect 
a parochial school on Buckingham street. The structure 
will be of brick, steel and artificial stone, and will cost 
approximately $175,000. 

F. W. McAleer & Co., 
Cambridge, Mass., 
tion of a 4-story and basement, brick and steel business 
building at Mt. Auburn and Dunster streets, Cambridge, 
to cost $200,000. 


1374 Massachusetts avenue, 




















At the recent annual outing of the Bronx (N. Y.) Branch 
Master Plumbers’ Association.—Top picture, left to right: 
William Mittleman, New York manager, Cohoes Rolling Mill 
Co.; Charles D. Love, Bronx representative, and H. W. Cheel, 
New York manager, both of EverHot Heater Co.—Second 
picture; William Farley and W. J. Herbert Orr, sales super- 
visor, both of American Radiator Co—Third picture: J. L. 
Hays, Ruud Mfg. Co.; Harry LaCroix, Pittsburg Water Heater 
Co.; G. C. Becher, Ruud Mfg. Co., and W. P. Morrow, Ex- 
celso Specialty Works, Inc.—Bottom picture: J. 8S. Kane, 
Abendroth Bros.; Paul Schnizler; D. W. Haire, manager, heat- 
ing department, Samuel Glauber, Inc., New York City; Albert 
Beyrodt; J. E. Kalisch, also of Samuel 8S. Glauber, Inc. 


F. Wahround, 805 Kayton street, San Antonio, Tex., 
was low bidder on the heating and plumbing contracts 
on the two school buildings in Los Angeles Heights and 
Woodland Hills, San Antonio. 


The Levy Plumbing Co., 517 North Akard street, Dal- 
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are considering plans for the construc- | 
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is now fitted with 
” 


= new “Rainbow”’ 


_ NOwoB 


BASIN FAUCETS 


PATENTED OCT. 20, 1928 
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g D-477 “NEW MODEL” 
A decided improvement that makes them practically everlasting. 


The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 


Removable seats will be appreciated by users and in the ‘*NOWOB"’ 
construction not only the seat but all wearing parts are renewable. 
Rainbow fixtures have always been in demand—the ‘* NOWOB’’ con- 


struction makes them better than ever. 


LIST PRICE $18.00 each Write your jobber for prices 


STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue CHICAGO, ILL. 


Manufacturers in Chicago since 1888 


oo PIPE FITTINGS TINGS | 


irade Mark 


IRON BODY GATE VALVES 












Screwed 
Flanged 
and 
Hub 
Ends 















Sizes 
2” to 12” 
Inclusive 








Manufactured by 
ILLINOIS MALLEABLE IRON CO. 
: CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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At the recent annual outing of the Master Plumbers’ Asso- 

clation of New Bedford, Mass.—Picture at left: George M. 

McLeod, Sr., and George M. McLeod, Jr., both of Clinton, Mass. 

—Center picture: President R. T. Thatcher, of the New Bed- 

ford association.—Picture at right: E. L. Baker, executive 

secretary of Massachusetts state association, and State Presi- 
dent W. T. Wordell 


las, Tex., has been awarded the plumbing contract on 
the $100,000 headquarters building for the Salvation 
Army at Dallas. 

The Rhodes Bros. Plumbing Co., 560 Madison avenue, 
Memphis, Tenn., has been awarded the plumbing contract 
on the $250,000 Standard Oil Company office building in 
that city. 

Barlow Bros. Co., Waterbury, Conn., have been awarded 
the plumbing contract on the Jane T. Rodgers residence 
in that city. The heating contract has been awarded to 
W. H. Lowe & Co., also of Waterbury. 

The heating contract on the memorial auditorium and 
town hall for the town of Framingham, Mass., has been 





BUILT-WELL 


TOILET SEATS 


AN’T possibly come 

apart from? moisture: 
the more dampness the pat- 
ented V-lock absorbs, the 
tighter it gets. Long life is 
built into “Built - Well” 
seats. You can install them 
with perfect confidence. 
Send for catalog describing 
_ complete “Built-Well” 
ine. 


Built Well Mp. Co. 


1458 W. Kinzie St., Chicago, Ill. 
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awarded to Pierce & Cox, of Boston, and the plumbing 
contract to Charles Mainini, of Framingham. 

Isaac Coffin Co., 52 Sudbury street, Boston, Mass., has 
been awarded the plumbing contract on the new police 
headquarters building in Arlington, Mass. Pierce & Cox, 
of Boston, have been awarded the heating contract. 

W. J. Kenneally Co., 256 Dover street, Boston, Masgs., 
has been awarded the heating contract, and Edward H. 
Marchant, 12 Providence street, Boston, the plumbing 
contract on the new Liggett drug store building. 


Lynch & Woodward, 202 Harrison avenue, Boston, 
Mass., have been awarded the heating contract on the 
new private school for the trustees of the Roxbury Latin 
School, Boston. The William N. McKenna Co., 79 Chest- 
nut street, Boston, has secured the plumbing contract. 


The John F. Johnsion Co., Fall River, Mass., has been 
awarded the heating and plumbing contracts on the round- 
house to be erected by the New York, New Haven & Hart- 
ford Railroad, in that city. 


The Natick Plumbing & Heating Co., of Natick, Mass., 
has been awarded the plumbing and heating contracts on 
the residence for H. B. Gale in that city. 

Frank E. Cassidy, 60 Broadway, Cambridge, Mass., has 
been awarded the heating contract on the large residence 
to be erected by George W. Sias, in West Medford, Mass. 
Frank L. Murphy, 244 Huron avenue, Cambridge, has 
secured the plumbing contract. 

Dr. E. H. Cary, of the Cary-Schneider Investment Co., 
Dallas, Tex., has had plans prepared for the addition of 
15 stories to the annex to the 19-story Medical Arts build- 
ing in that city, making both buildings 19 stories each. 
Construction will follow that of the first building and will 
cost $1,000,000. 
















HOT WATER 


Tame leleleri a 


oa «ws 


Fuel BOILER 


with little attention or fuel, either 
hard or soft, is unequalled for 
furnishing a constant supply of hot 
water for Residences, Apartment Build- 
ings, Hotels, Hospitals, Barber Shops, 
Schools, etc., and is the most economi- 
cal heater for Residences, Green 
Houses, Garages, Brooder Houses and 
other smaller buildings. Capacities 
from 40 to 1,400 gallons per hour and for 
heating from 200 to 1,200 square feet. 













ILK 


WATER HEATERS 


AUTOMATIC FEED and TROUBLE PROOF 


Write for catalog, water heaters, garbage 
burners, garage heaters, steel tanks, etc. 


S. WILKS MFG. CO. "iiss" 





3521 Shields Ave. . - CHICAGO 
E. W. SEDGWICK, Pres. H. M. SEDGWICK, Secy. & Treas. 
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The Physicians’ & Surgeons’ Hospital of San Antonio, 
Tex., John H. Cunningham, president, is having plans 
drawn by Phelps & DeWees, architects, San Antonio, for a 
5-story hospital building with 300 rooms, to cost $1,000,- 
000. The construction will be Spanish type. 


Phelps & DeWees, architects, San Antonio, Tex., are 
preparing plans for a Medical & Surgical Clinic building, 
three stories and basement, to cost $70,000. 

The State Hotel of Corpus Christi, Tex., V. M. Donigan, 
owner, plans a 4-story, 60-room addition to its annex, 
which, with other improvements, will cost $200,000. 

B. Barrow, Seattle, Wash., has been awarded the 
plumbing contract on the new radio station to be con- 
structed in Portland, Ore., for the Northwest Radio Corp. 
Construction will start at once and will be completed 
within ninety days. The building will be one story high 
and 30x72 ft. in dimension. The Northwest Radio Corp. 
will build two other stations, one at Seattle, which is now 
under way, and one at Spokane. The total cost of all 
three will be $125,000. 

The Snyder Hotel Corporation, of Pampa, Tex., plans 
the immediate construction of a 5-story hotel, 60x140 ft., 
to cost $150,000. M.C. Parker, of Amarillo, is architect. 


Otto Schultz, Portland, Ore., is installing plumbing sys- 
tems in three stores being built by the G. BE. Weller Build- 
ing Co. on Forty-second avenue in that city. 

T. M. Barr, Salem, Ore., has been awarded the plumb- 
ing contract on the $100,000 apartment house being built 
in that city by J. C. Meyers. 

Schade Bros., Portland, Ore., have been awarded the 
plumbing contract on a large residence for A. E. Wheelock 
on Wisteria avenue in that city. 








At the annual outing of the Master Plumbers’ and Steam- 
fitters’ Association of Westchester County, N. Y., held recently 
at Colony Inn—Top row, left to right: C. C. Bozenhard of 
Hoffman Specialty Co., M. Kern of Best Corp., and C. A. Maine 
of George Warner & Co., Ine.—Middle row: J. Edwards of 
Leo Flush Valve Co., M. Depaso and one of his children, and 
Daniel Quinn of Thomas Maddock’s Sons Co.—Bottom row: J. 
Ww, Lindstrom of Crane Co., Mrs. Joseph Donohue of Mt. Ver- 
non, and H. Perkins of Thatcher Co. 
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Got yours yet? 


Have you got your Stark Portable Automatic 
the new vertical model? If you haven't, better 
get in touch with us and learn more about it. 
The pump’s of solid brass construction — rein- 
forced angle-iron legs to prevent damage from 
setting it down hard. 


1500-gallon-an-hour capacity*—works from the 
nearest electric socket— practically noiseless 
fully automatic. Carry the Stark in your tool 
kit —and here’s a hunch for you—on the job 
it'll sell itself on sight to the householder. You 
can't afford to pass it up. ; 


Write today for full particulars 


Stark Pump Company 
12033 Cardoni Ave. 
Detroit, Mich. 


Stark 


AUTOMATIC ELECTRIC 
BASEMENT DRAINERS 
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KNOTT 


om 2 TOILET SEATS 


Hinge No. 75 








Uniform high quality is 
an outstanding character- 
istic of these fine seats. 
You can be sure that it’s 
quality you're buying 
when the name ‘‘Knott™ 
is on the carton. The line 
is complete—a Knott seat 
for every job, 











Order From Your Jobber 


KNOTT MANUFACTURING CO. 
TELL CITY: :: INDIANA 

















Eliminate Pump Trouble 


with the Peters “Sure-Tite” 
combined foot-valve and 
essen Strainer. Reliable and positive 
in action. Ample waterway; 
poppet seats firmly and posi- 
tively. Made in four sizes — 
for 34”,1",114” and 114” pipe. 
Write for particulars 
PETERS PUMP CO., Kewanee, Ill. 


Manufacturers of 


“SURE-TITE” 


Combined Foot-Valve and Strainer 























The Guaranteed Boiler 


D.D.WESSELS & SONS Co. 
DETROIT. MICHIGAN 


eranor Fa 


CLES ELANO. Onio KANSAS CITY. KAN WALK ERVILLE. ONT 





Stop Those Leaks! 


The ‘Eureka’? Smoke Test Machine 
will show you where they are— 
instantly. It is so compact that you 
can take it out on every job. Plumbing 
Inspectors everywhere have given the 
“Eureka” their endorsement. 








Write for details 


Bailey-Farrell Mfg. Co. 
Charleston, W. Va. 
Huntington, W. Va. 

Pittsburgh, Pa. 
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At the recent joint outing of master and journeyman plumb- 
ers of Warren, Ohio—Top picture, left to right: Albert 
Casavant, William Blessing, C. W. Hench and D. C. Arm- 
strong.—Middle picture: Clyde Stewart and Hugh Barrick- 
man.—Bottom picture: Secretary and Mrs. George W. Ang- 
stadt, of the Warren Association; Mrs. Harry Smith, Eb 
Ellen, secretary, Ohio association; Mrs. Eb Ellen, and Harry 
Smith 


Healey & Meserve, Portland, Ore., are installing the 
plumbing system in the residence of P. N. Barnes, which 
is being built at 1362 East Sixth street, North, in that 
, city. 

W. D. Garrison, Portland, Ore., is installing plumbing 
systems in new buildings at 569 East Stark street and at 
§00 East Market street in that city. 

C. P. Berger of Mexico, Mo., has been awarded the heat- 
ing and plumbing contracts on the new Junior-Senior high 
school building, in that city, with a bid of $30,250. 


Erickson & Son, 805 East Seventy-third street, North, 
Portland, Ore., have been awarded the plumbing contract 








on two residences to be built by A. A. Brown at 1636 and 
1832 Washburn street, in that city. 

J. F. Griffin, architect, Chehalis, Wash., will open bids 
October 15 for the $100,000 hospital to be built by the 
Sisters of St. Helens, in that city. 

William Chase, 1600 Willow street, Portland, Ore., has 
been awarded the plumbing contract on the store building 
at 943 Belmont street, which is being built by W. W. 
Bryan. ; 

Roy L. Garrett, plumbing and heating contractor of 
Elizabethton, Tenn., reports that business in lastern 
Tennessee is showing a decided increase over the past few 
months. He states that the months of June, July and 
August are usually rather quiet as far as building is con- 
cerned, due to the hot weather. He adds that the future 
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looks exceedingly bright for his town, owing to the fact 
that a new mill will soon be in operation there and give 
employment to 1,500 men. 

A new water main about 4 miles long of 32 in. pipe will 
be laid by the water board of Vancouver, British Co- 
lumbia, as an extension to the present system. 

Three incinerating plants to cost from $150,000 to 
$185,000 each, to be located in separate parts of the city, 
have been recommended to Charles F. Stanton, commis- 
sioner of public safety, Syracuse, N. Y., by H. E. Burns, 
engineer, after an exhaustive survey of the city’s needs. 
Commissioner Stanton will leave for New York City 
shortly and will make a careful study of the types of 
incinerators used there. It is claimed that the three in- 
cinerators will save the city $65,000 annually. 


The Hameline Co., Inc., 1819 Sunset avenue, Utica, 
N. Y., has been awarded the plumbing and heating con- 
tracts on the new city hall at Johnstown, N. Y. 

Architect G. Albert Lansburgh, Consolidated building, 
Los Angeles, Calif., has opened general bids for the con- 
struction of a $2,000,000 Warner Bros. theatre in Holly- 
wood. The theatre will be located at Wilcox avenue and 
Hollywood boulevard and will cover an area of 196x 
223 ft. 


Charles Arndt, 115 Winston street, Los Angeles, Calif., 
has been awarded the plumbing contract on the Sixth 
avenue school in that city. 

Plans for the new $2,000,000 Deauville City Club building, 
to be erected on the northwest corner of Sixth and Flower 
streets are being drawn by Architects Morgan, Walls & 
Clement, Van Nuys building, Los Angeles, Calif. It will 
be 13 stories of steel frame construction, covering an 
area of 121x175 ft. Construction will be started by 
October 25. 

The State Board of Control, of Austin, Tex., H. H. 
Harrington, chairman, has completed plans for schools 
which will be presented to the next legislature, as follows: 
Canyon school, to cost $325,000; Huntsville school, to 
cost $250,000; Institute of Commerce, to cost $200,000, 
and Alpine school, to cost $150,000. 

E. I. Tuck, Commerce street, Nashville, Tenn., has 
been awarded the plumbing contract on the addition to 
the office building at Sixteenth and McGavock streets in 
that city. 

The Pharo Heating Co., Madison, Wis., has been 
awarded the heating contract on the state prison at Wau- 
pun, Wis., with a bid of $7,675. 





Seti othe cecal 








The third year class of apprentices of the Part-Time Trade 

Extension School for Plumbing Apprentices, Dayton, Ohio. 

Photograph taken at a recent visit to the plant of the Duriron 

Co, Dayton. P. L. Ritchie, instructor of the school, is the 
second man from the left, back row 
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This Is 
AFAST SELLER 
—Try Ie! 
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The “Lucky Strike’’ drain board 
mat is just what hundreds of 
housewives would use if they 
were told about it. 


a a ee 


Order a dozen from your jobber, 
display them and see how easily 
and quickly they sell. 


Made of soft white rubber, corru- 
gated on both sides. Three sizes, 
packed in individual cartons. 


LAVELLE RUBBER COMPANY 


320 W. Illinois St. Chicago, Ill. 
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—tTRIMo— 


Why Master Plumbers and 
Mechanics Prefer This Pipe Wrench 


Every claim of superiority for TRIMO 
TOOLS is backed by definite mechanical 
features — not mere generalities. In _ this 
TRIMO PIPE WRENCH, note all of the 
following points of construction. Many of 
these are exclusively TRIMO’S. 


TRIMO 
PIPE WRENCH 


Jaws and handle are drop-forged. 
Unbreakable pressed steel frame. 
Grips powerfully but releases read- 
ily. Nut guards prevent loss of 
adjustments when working in close 
quarters. Insert jaw in handle and 
all parts interchangeable. Made 
with steel and wood handles. 


At all plumbing-supply and hard- 
ware stores. Demand TRIMO— 
accept no other. 


TRIMONT MFG. CO. :: Roxbury, Mass. 
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““‘Use on 
every job”’ 
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BOILER-KLEEN 
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Our theater critic has just returned from New York, where 
he witnessed the rehearsals of a new play which will appear 
on Broadway soon. The first act is a bar-room scene in 
Seotland, and depicts a number of Scots standing around 
Luying each other drinks. 

The show is called “The Miracle Play.” 


A subscriber writes in to tell us of a new article which he 
has just had patented. The contraption is to be used when 
eating corn on the cob. At the end of each row a bell rings 
to tell you when to stop so you won’t bite your fingers. 


“Det fancy shoit you got on reminds me of der Rocky 
Mountings.” 

Ya?” 

“Cause det’s vare der vest begins.” 


SHORT STORY 
(From Delta (Utah) Chronicle.) 


























Z 


CHICAGO 











CARL J. RUNDQUIST } 





ILER 
EEN. 


You don’t have to take our word for 
it that Boiler Kleen’s the real stuff. 
We have scores of letters on file from 
contractors who use it — above are 


excerpts from three. 
For a steady water line—use Boiler 


Kleen. To stop foaming, priming, 
surging—use Boiler Kleen. 


Boiler Kleen is packed in 5-pound 
containers. Get it from your jobber. 


Jobbers: write for our prop- 


osition, It’s interesting. 


CARL J. RUNDQUIST 


6615 S. Campbell Ave. Chicago, IIl. 


PRI 
SURGING 

















“Parnell Hinckley of Lynndyl caught three men 
burglarizing his house Monday after a hard chase, 
He took the prisoners to town, but the jail was 
empty and no sheriff or deputy could be located. 
Mr. Hinckley stood guard over his captives two 
hours while residents tried to locate a key to the 
jail. Finally the prisoners were taken to Delta, 
from where they made their escape the same 
night by taking bricks from the wall.” 





Chemistry professor:—“Tell what you know about nitrates.” 
Student:—“Er, ah,—well,—they are considerably cheaper 
than day rates.” 


Grandpa in a motor car, 
Pushed the lever back too far. 
Twinkle, twinkle, little star, 
Music by the G. A. R. 


“Now tell me the opposite of misery?” 
“Happiness,” shouted the class in unison. 
“And sadness?” 

“Gladness.” 

“And the opposite of woe?” 

“Giddap.” 


Waiter: “How did you find the steak, sir?” 
Sir: “Oh, I just pushed aside the potato,—and there it was.” 


It would seem that in the universities the snappy come- 
back has been changed from, “So’s your old man,” to ‘Sows 
your wild oats.” 


DUMB DORA 
She thinks: “The Call of the Wild,” is some one yelling 
for a tenor to help out with “Sweet Adeline.” 
Bibb washers are laundry women. 
A spud wrench is something with which to peel potatoes. 
A “Plumber’s friend” plays golf with him. 





“SY” SEZ 
A skeptical lady asked a salesman whether or not she 
could wear the fur coat she was buying in the rain without 
hurting it. Said the salesman, ‘““Madam, have you ever seen @ 
raccoon carrying an umbrella?” 


Judge: Are you sure he was intoxicated? 
Cop: No, sir, not positive. But his wife said he brought 
home a manhole cover and tried to play it on the phonograph. 
“SY” MARTIN, Owensboro, Ky. 


THE NEW SYSTEM 
Counting out the defeated champion: One, two, three, four, 
five, six, seven hundred and fifty thousand dollars—you're 
out, Jack, you’re out! L Y 7. 
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Quadruple Coils of Copper 


It is obvious that four copper coils, exposing a much larger surface to the flame, 
are more efficient than the usual single coil. Hotstream quadruple coils are also 
connected to brass manifolds with union connectors. 

_In_addition Hotstream exclusively is permitted to use the Patented Kerogas 
Wick Burner, nationally known and nationally advertised. Lights instantly with a 
match, and is sootless and noiseless. 


Hotstream Kerosene Heaters present a wonderful profit making opportunity. 


Write for Full Information 


THE HOTSTREAM HEATER COMPANY 


“*Makers of Heaters That Heat’ 
CLEVELAND, OHIO 


NEW YORK ..........210 E, 45th St. BRANCH OFFICES: DENVER 1715 California St. 
CHICAGO 627 Washington Blvd. SAN FRANCISCO.......Rialto Bldg. PHILADELPHIA... ..892 Drexel Bldg. 
TORONTO 269 W. Richmond St. DETROIT 1045 Wayburn Ave. CAMBRIDGE, MASS....491 Main St. 


Manufacturers of a Full Line of Gas and Kerosene Heaters — Standard, High-Grade Products to Give Lasting Satisfaction 
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End Your “Top Floor” Troubles | 
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—when other valves fail to function, due to low pressure 
and small volume of water 


—with the 





nee 
jatrous 





F lush 


HEN the valve is in position on the 

bowl with which it is to operate, and 
the water pressure turned on, the simple turning 
in or out of the regulating screw (A in diagram) 
supplies the exact amount of water needed to 
make the closet bowl flush perfectly. This 
adjustment, when made, remains permanent. 


No adjustment is necessary to take care of 
variations in water pressure. 


Every time the valve is flushed, the plunger B 
is raised off its seat C, leaving an opening through 
which grains of sand, etc., can be washed out of 
the port. 





Valve 











Having a 25% larger diaphragm-area in the 
control chamber, the Watrous valve functions 
perfectly under low pressure conditions where 
other valves often fail. 


Also, in installations where, due to low pressure 
and small supply pipes, the water supply to the 
valve often makes it impossible for other valves 
to produce proper bowl action, the Watrous 
valve effects a thorough flush. It has a larger 
water-way per second of opening, and therefore 
delivers water with extra volume and “punch.” 


PLUMBING DIVISION 


Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


H. D. Tuck, 404 Marquette Bldg. 
Detroit, Mich. 


W. E. Blair, Jr., c/o Coronado Hetel 
St. Louis, Mo. 


BRANCH SALES OFFICES 


Chas. S. Anderson 


6614 Minne Lusa Ave. 
Omaha, Neb. L. C. Coombs, Rm. 506, 110 W.11th St. 


CHICAGO 


Wm. P. Horn Co., 237 Rialto Bldg. 
San Francisco, Cal. 


Los Angeles, Cal. 


Continental Sales Co. 


R. J. oak 724 Grand Ave. 


es Moines, Iowa Minneapolis, M: 


924 yee agg are fe Bldg. 


Wm. P. Horn Co., L. C. Smith Bldg. 
Seattle, Wash. 
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Swimming - Pool ACews 


Plans for a community plunge were proposed recently 
at a meeting of the Santa Ynez, Calif., Parent-Teacher 
Association. Preliminary plans are to build the plunge in 
a suitable location and to make it large enough to accom- 
modate the entire valley. One place which has been sug- 
gested is just below the high school, where there is a 
natural reservoir at the head of the creek. 

The first beach club to be constructed in Santa Barbara, 
Calif.. will be erected on La Mesa bluff, at a cost which 
will approximate $100,000, according to plans of C. L. 
Vivian, of Santa Barbara, the promoter. William A. 
Edwards is to be the architect. There will be 450 ft. of 
ocean Trontage, and the site extends about 400 ft. back 
from the bluff. An outdoor swimming pool will be pro- 
vided, as well as tennis courts and gymnasium. 

William Allen, Pacific National Bank building, Los 
Angeles, Calif., is completing working drawings for the 
$750,000 Wilshire-California Athletic Club structure, to 
be built on Vermont avenue. It will be 8 stories, of 
reinforced concrete with art stone and terra-cotta trim 
and a steam heating system. Two plunges are planned. 

A proposal to build a modern concrete swimming pool 
at Siloam Springs, Ark., at an estimated cost of $50,000 
has been submitted to the city council. The plan provides 
for the subscription of approximately $50,000, with the 
understanding that the city would provide $5,000 to buy 
a site when the money for the project is guaranteed. 

Plans for a swimming pool are included in the pre- 
liminary plans for the group of buildings near Leng 
Jeach, Calif., for the Medical Research Institute. 
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The park department of Winchester, Mass., is consider- 
ing plans for the construction of a concrete swimming 
pool to be built at the Leonard street playgrounds. The 
architect has not been selected, but it is expected $25,000 
will be spent on the project. 

A swimming pool is being constructed at the Antelope 
Valley Joint high school, Lancaster, Calif. 

The Glendale, Calif., city park commission has _peti- 
tioned the city council for an appropriation to cover the 
cost of constructing a plunge at Fremont park to supple- 
ment the present swimming pool. 

The city of Montebello, Calif., has voted $100,000 for 
the purchase of additional park land and the construction 
of a municipal swimming pool. 

The erection of a large swimming pool on the high 
school grounds has been authorized by the Hemet union 
high school district board of education, Hemet, Calif. 

Swimming pools are being planned for the $2,000,000 
St. Andres golf and country club, to be constructed on a 
$50-acre tract near White Point, San Pedro, Calif. Walker 
& Eisen, Western Pacific building, Los Angeles, are the 
architects. The project includes a main clubhouse, golf 
course, yacht club, yacht harbor, breakwater, boulevards, 
landscaping and the swimming pools. 

Commission to draw plans for three beach clubs to be 
built in San Diego, Santa Monica and San Francisco, 
Calif. for M. Lewis Meyer, development financier, was 
given to Architects Postle & Postle, Van Nuys building, 
Los Angeles. The first project will be started in San 
Diego, while ground on the million dollar Santa Monica 
club will be broken on January 1. The San Francisco 
club will be identical to the one in Santa Monica. They 
will be known as the Martinique Beach clubs. 








DAHLQUIST 





AQUATHERM 








HOT—Direct From Sultry 
Clouds Beneath 


Here’s nature’s principle at work—in this 
lifetime copper boiler. 

The new Dahlquist patented Aquatherm 
harnesses nature’s method to modern hot 
water service. It enables the water to flow 
directly and naturally from the heating coil 
into the service lines. Immediately steam- 
ing hot water is available. Reserve supply 
always, because when service lines are closed 
piping hot water continues to accumulate in 
the tank. 

The Aquatherm, most versatile of all hot 
water devices, works silently, automatically 
and without attention, adapting itself 
equally well to all fuels—coal, gas, kerosene 
and electricity. 

May be installed in old tanks individually 
or supplied as a complete new unit—tank, 
\quatherm, and heater combined. 


DAHLQUIST MANUFACTURING COMPANY. 54 west THIRD st. SouTH Boston, Mags. 
ne 2 Arete ores ee 2s en 


UST AS THE SUN DRAWS 


Have you received the Dahlquist literature — 
explaining in full the various high lights of the 
Dahlquist Aquatherm? Every Plumber should refer 
lo this important data containing sizes, products 
and typical installations. 
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Takes the Shop to the Job 


The R-O-G-A-C-O is a practical and port- 
able electric pipe machine, built to perform 
four operations— at one setting—in a 
hurry! Operating from any electric light 
socket, it cuts pipe with a lathe tool, cham- 
fers pipe with a reamer, cuts straight right 
or left hand threads and makes up pipe 
fittings in the shortest possible time, with 
only one man to run it. 


Get Full Details NOW 


Robbins, Gamwell & Company 


Pittsfield, Massachusetts 


EXPERIENCE 


You can’t build a good pump the first time you try. 
We’ve been building good ones for the better part of 
sixteen years; and we'll leave it to you if our experience 
hasn’t made the 

KALAMAZOO WATER SUPPLY SYSTEM 
an outstanding value. 

It’s fully automatic; noiseless; requires no attention 
except occasional oiling -and our profits are all yours 
— no service calls to worry about. 


We'll send you details if you'll write for them 


National Water Lift Company 


Kalamazoo . - Michigan 
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| Olacloutd 
| Opligtams. 





ERE is a man who has enough 
confidence in Blackboard Epi- . 
grams to use them as the basis of his newspaper 


| 
| 
advertising campaign. Mr. Goller is the proprietor of a 
| 
| 





thriving plumbing, heating and sheet metal business in 
Lawrence, Mass., and is a firm believer in systematic 
advertising. He runs advertisements of the type pictured, 
on the first and third Mondays of each month, in the 
| Lawrence Tribune. The one we show here is an exact 
| reproduction of one of his advertisements. 

In a recent letter Mr. Goller expressed his opinion of 
epigrams in the 
} 
| 
| 





| following words: 
“The series of epi- 
gram _ advertise- 
| ments has not run 


| 
| 
| 











| long enough for 


me to come to a | aa ona 
| : : - ve rig and more people 
definite conclusion will be left. 

as to its exact ad- omnes 





As a comfortable seat a good 
rocking chair beats a throne. 


Painting is an art with men— 
second nature with women. 


For a pleasant surprise send 
your Plumbing, Heating and 
Sheet Metal Work to 


JOHN U GOLLER 
19 CORNISH ST 1£L32177 


vertising value. 
| However, I could 
| mention several 
specific instances 
| where I have re- 
‘eatin new  busi- 
| 
| 
| 





| ness as a direct re- 
sult of the epigram 
advertisements, 
and I feel certain 
that persistency 














| 








| Mr. Goller has 
| the right idea, and we believe his faith in epigrams will 
| repay him in the end. He is making a name for himself 
| in his community by using them and, as he said in his 
letter, he can already trace part of his new business to 
| his epigram advertisements. 
Here is a supply for next week: 
A floating debt isn’t necessarily a light one. 
] * * * 
A chilly reception doesn’t cool one off on a hot day. 
* * * 
Some men are such swindlers that they cheat them- 
| selves. 
| * 5 * 
Every circumstance you meet contains something for 
| you. 
* * ae 
Why walk around half dead when you can get buried 
for $100, 
* * * 
Isn’t it a wonder all the mosquitoes don’t have the gout. 
* * * 
It’s easier for a shiftless man to make friends than to 
| make good. 
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PATENTS 


Plumbing Department 


1,597,753. Seat Attachment for Toilet Bowls. Jim 
Allis, Houston, Tex. A seat attachment for use upon 
toilet bowls comprising a plurality of vertically disposed 
bars providing inwardly offset and downwardly extending 
end portions provided upon their lower ends for resting 
upon the periphery of the toilet bowl and for engagement 
with the inner side thereof, the upper free ends of the 
bars terminating in outwardly extending offset end por- 
tions, and a substantially U-shaped padded rail secured to 
the upper outwardly extending offset end portions of 


the bars. 





1,598,355. Washing Machine or the Like. Julius Maki, 
Chicago, Ill., assignor to The Whelco Engineering & Manu- 
facturing Company. In combination, a hollow horizontal 
cylinder mounted for angular movement about its long 
axis, a casing slightly larger than the cylinder surrounding 
the cylinder, the cylinder and the casing having door open- 
ings adapted to register with each other in a predeter- 
mined position of the cylinder, two doors for the opening 
in the cylinder, one of the doors being hinged at the 
upper edge of the opening and the other being hinged at 
the lower edge of the door opening, the latter door being 
somewhat wider than the distance between the walls of 
the cylinder and the casing so as to form a bridge between 
the lower edges of the two door openings when it is 


swung open. 
* x S 


1,598,656. Drain Device. Joseph E. Quigley, Minneap- 
olis, Minn. A drain device comprising a receptacle having 
an open upper end, removable means disposed at said end 
for admitting liquid to said receptacle, means below the 
top of said receptacle extending inwardly from the wall 
thereof and having a central opening, a valve casing de- 
pending through said opening into said receptacle and 
removably supported on said means, and a member sup- 
ported on said valve casing forming with said means a 
dirt catcher, said casing having a flange between its walls 
and said valve casing terminating below the top of said 


second mentioned means. 
* * ok 


1,599,098. Corporation Stopcock. William J. Mix, 
Decatur, Ill., assignor to Adolph Mueller, trustee, Decatur, 
I, A corporation stop comprising a body provided with 
externally threaded inlet and outlet nipples and a ro- 
tatable plug key for controlling flow through the stop, 
the body being provided substantially at the base of the 




















| 
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NO TIPPING! 


You never need worry about a Martin 
Portable Vise Stand and Pipe Bender 
tipping over. It isn’t built that way! 
And you carry it in one hand. Sent 
on ten days’ free trial. 


Want it? Write 


H.P.MARTIN & SONS 
626 E. 2nd Street 
Owensboro, Kentucky 












When you install PER- 
KINS inserts, you are pro- 
viding the best supports 
for piping and heavy 
machinery that the mar- 
ket affords. 





3” HORIZONTAL 
ADJUSTMENT 







V2" VERTICAL Ff 
ADJUSTMENT-4 


And—you are saving time 
and labor on every job. 
We can supply the Perkins 
insert in four different 
sizes. Write for specifica- 
tions and prices— NOW. 


WOOD SCREWS 

TAPERED 
KEYSTONE 

CONSTRUCTION 














JOHNSON-WASHBURN COMPANY 


91 Haverhill Street Boston, Massachusetts 


Why is the No. 22 Fire 
Pot so Popular? 


Why do over 60% of the Plumbers 
and Electricians. use the No. 22. 
Ask the mechanic who uses one. 
He will tell you that the No. 22 has 
no equal and has patented features 
no other make has. Send for circu- 
lar, or better still, order one. We 
warrant it to please you. 


Jobbers supply at factory price. 


CLAYTON & LAMBERT MFG. CO. 


6246 Beaubien Street Detroit, Michigan 


No. 22 Fire Pot 


Ask for latest 
price. 


Strongest 
Made 


The Hanna “Ball Joint” 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any direction. 


A big time and labor 
saver. 


Write for 
“Our Silent Salesman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadelphia, Pa. 
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outlet nipple with a plurality of circumferentially spaced 
lugs having their faces extending substantially at right 
angles to the axis of the outlet nipple and constituting 
abutments adapted to limit movement, toward the body, 








1,598,656, i 1,590,008. 7 
of a tool engaging the thread of said outlet nipple and 
prevent such tool from becoming wedged onto the body 
during rotation thereof in applying the cock to a main, 
for the purpose described. 
* * a 

1,596,121. Waste Valve. John J. Ryan, Chicago, Ill. 
A valve including in combination an overflow connection 
and an outlet, means for preventing liquid from passing 
through the outlet into the overflow connection, said 
means including a valve cage in communication with the 
main outlet and provided with a plurality of openings and 
movable closures therefor, said openings adapted to dis- 
charge into the waste pipe below the overflow connection, 
for the purpose described. 





98 DOMESTIC ENGINEERING 





October 9, 1926 


1,598,767. Plumbing Fixture. William Frank onberger, 
Louisville, Ky., assignor to Standard Sanitary Manufae. 
turing Company. The combination with a vaive stem 
having a serrated end of a head secured thereto so as to 
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1,596.11. 1,598,767. 


form an annular shoulder and provided with internal ser- 
rations co-operating with the serrations on said stem to 
prevent relative rotation between said stem and head, a 
handle provided with a socket adapted to non-rotatably 
receive said head and a sleeve on said stem adapted to be 
secured to said socket and co-operating with said shoulder 
for securing said stem and handle together. 
* * * 

1,598,743. Flush Valve. John B. Paul, Pittsburgh, Pa. 
In a flush-valve, the combination of a valve-body; a cover 
therefor; a diaphragm positioned intermediate said body 
and cover; a container for air and water in communica- 
tion with said valve; a supply pipe adapted to supply 














| The RATHBUN 


AUTOMATIC 


Cellar Drainer 
INSTALLATION—Place pump in sump—Connect dis- 
charge to any drain leading from cellar wall—screw plug 
into light socket—and “‘let her go.” 

LIGHT—PORTABLE—WEIGHT—47 POUNDS 
but—A MARVEL FOR EFFICIENCY. 
Ask your jobber or write us for literature. 


THE RATHBUN COMPANY 
3429 East Jefferson Ave. Detroit, Mich. 


























Advice 


that saves you money in 


New York 


OR real comfort, un- 

usual convenience and 
genuine economy—stop at 
the Martinique — no New 
York Hotel offers more to 
the conservative visitor who 
demands clean, comfortable 
accommodations at moder- 
ate prices—rates start at 
$2.50 per day. 


—Take our advice. Inves- 
tigate! We'll welcome you 
—and do our best to prove 
it! 
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A. E. Singleton 
Resident Manager 


HOTEL MARTINIQUE 
Affiliated with Hotel McAlpin 
Broadway—32nd to 33rd Streets 


NEW YORK CITY 
— 
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water to said container indirectly by first discharging said 
water into said valve, and adjustable means to discharge 
a predetermined amount ef water in said container 
through said valve. 








Carl Breer, De- 


Dishwashing Apparatus. 
In a dish washing apparatus, the combination 
of a sink; a sewer pipe leading from the sink comprising 
a fitting; a valve arranged in the fitting; a pump carried 


1,599,074. 
troit, Mich. 
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by the fitting and having its intake connected with the 
fitting; and a discharge tube from the pump discharging 
into the sink. 


Heating Department 


1,597,839. Liquid-Fuel Burner. Joseph S. String, New 
Haven, Conn., assignor to J. S. & J. F. String, Incorpo- 
rated, New Haven, Conn. A hydrocarbon burner provided 
with a fuel passageway and with an atomizing fluid cham- 
ber, a rotatable drum provided with annular side walls 








1,597,839. 


rotatably mounted in the side walls of said chamber and 
With inlet and outlet openings through which the atom- 
izing fluid is adapted to be discharged, oppositely threaded 
Members mounted in said body, means connecting said 
drum and said oppositely threaded members and means 
for actuating said oppositely threaded members to produce 
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PERFECTION 
That’s a one-word de- 
scription of the G & C 
Copper Pressure Boilers. 
Our workmen are paid 














only for the perfect boil- 
ers they turn out — that’s one reason! 
Demand by trade-mark G & C 
Boilers and assure yourself of a guar- 
anteed product. Write for details. 


GERSTEIN & COOPER CO. 


1 and 3 Third Street, South Boston, Mass. 


UNION 


SHOWER CURTAIN 


Se ————— = tt 
eo oo 
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When your customer asks 
you about shower cur- 
tains, there’s just one word in 
the answer—** ON.” 
We make every kind of shower curtain 
—white duck, sateen and rubberized. 
For every style and size of bath. We manu- 
facture shower curtains to order. 


Write for our sample book. 


UNION CANVAS GOODS CO., Inc. 
1016-1018 Hamilton Street 3 Philadelphia, Pa. 





















































Totation of said drum. 





“A CME” 
Adjustable Pipe Hangers 


speed up piping jobs. There is no 
time lost putting in nipples or thread- 
ing pipe. They allow for expansion 
and contraction—adjustable from 
one-half inch to one inch. 





Let Us Quote You 


THE ACME ADJUSTABLE PIPE 
HANGER MFG. CO. 


322 SO. FIFTH ST. RICHMOND, VA. 
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1,598,677. Thermostatic Device. George W. Donning 
and David Alexander Donning, Bridgeport, Conn. A ther. 
: When you need mostatic device including a housing, a coil adjustably 
3s = supported therein and constructed of a thermostatic mate- 

; Solde > Flux rial sensitive to thermal conditions, the housing adapted 
& ring 9 to space the coil from a body of fluid by which the coil is 
to be influenced, and an actuator independent of the hous. 


ge 9 
Bee Try Yager 8. ing connected with the coil and operable thereby. 


SOLDERING | 
} % lb., 1 Ib. and 5 lb. 


La SALTS 9} 
: Your dealer will supply you or 
write us and ask for Free samples 


MAES 
if, ULNe 





~~ 


ALEXR. BENSONCO., INC., HUDSON, N.Y. 


For list of distributors see 1924 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co., Lid., Terente & Meontrea! 

















NO MORE TROUBLE AND EXPENSE 
FROM SHEET METAL FURNACE PIPES! 


A FAULTLESS CAST IRON PIPE on your heating plant will do away 
with the troubles of sheet metal pipe for all time. Permanent and safe. 
Not injured by fire, flue gases or dampness. Can be fitted to any furnace 
and cleaned without taking down. 
































A real proposi- 
tion for energetic = . . ™ ‘ 
agents— Write! 1,598,885. Gas Radiator. George P. Schmitt, Oakland, 
4 ii Calif. In a gas radiator comprising separable gas-circu- 
Enstaties tn few minutes by sia handy man. Save money by ae aie lating loops secured together so as to form longitudinally 


ee Se See ee oe through the radiator a combustion passageway closed by 
FAULTLESS CASTINGS CO., Dept. K, Brazil, Ind. end walls, said loops opening into each other at the top 


FAU LTLES roe - Vee nctes. | thereby defining a superheater chamber, a fire box pro- 
FURNACE PIPE vided at its top with an open reduced portion fitting in 


| the said longitudinal passageway and with its closed ends 
FIREPROOF ON THE OCEAN FRONT detachably secured to said end walls, the fire box also 
a having an open front wall and an open bottom; the front 
ec re ake eS wall having at the bottom an inward and upward turned 
ATLANTIC CITY, N.J. edge forming a longitudinal groove; a downward flange 
PREFERRED-- formed at the top of the fire box and under the reduced 


| portion so that thereby a longitudinal groove is formed 
AUTUMN SPORTS in autumn and all seasons | at the front of the fire box and above the first-mentioned 
and ATTRACTIONS 














Golf by those who know and want the groove; a gas burner mounted longitudinally in the fire 
Horseback Riding ng gay ye rgeeead box and near the bottom thereof; and a transparent plate 
Roller Chairing withal., | slidably and removably mounted in said grooves and nor- 
on the Boardwalk 


For the Breakers Guests— 








emcmcengeetacnn hat meinen snr 





1 ‘. ally closing sai A f * 
Gesen Flere Health Bathe Golf Privileses ; mall, closing said front wall 
Swimming Pools Afternoon Teas Y * * * 
Theatres Orchestra Dancing | = . ne . e 
Mistedon Garage on Premises | 1,598,643. Oil Burner. William R. Winsell, Kansas 
etc., etc. ~~ oe | City, Mo., assignor to Heat-King Oil Burner Company, 
Se | Inc., Kansas City, Mo. An oil burner comprising a tubular 
tcé-f resident. ° . . 
“ : sevase sendin PMA wu SDpssere | member having an air intake at one end, a vapor outlet 
BANA SSMIANTNIWIMES SCY SSDS ZZ SY ZL 
- 
J 6 | 





PHILADELPHIA 


CHESTNUT and 39th ST. 


HOTEL PENNSYLVANIA 

















. . | | ss 
wae 1598.033, 

600 Rooms | at the other, the tubular member being provided with an 

500 Baths | opening in its upper wall, a spider receivable in the open- 
ee one Smaaaal ing having a depending strip, a cup carried by the strip 
Rooms with private Bath suspended above the bottom of the tubular member, and 

PR yy a pipe for discharging through an opening in the spider 





a into the cup. 
Food and Service the best | 1p 
Near West Philadelphia Station 

















Theodore Lewis has engaged in the plumbing and heat- 
ing business in Columbus Junction, Iowa. 


} OSCAR W. RICHARDS, Manager Pennsylvania Railroad 
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Classified Advertisements 


8 cents for each word including heading and address. 
insertion. One inch $4.00. Cash must accompany order. 


Count seven words for keyed address. Minimum $2.00 for each 
Copy should reach us eight days in advance. 





Situations Open 


WANTED—BRASS PLANT SUPERIN- 
tendent; well established manufac- 
turers of high grade plumbers’ brass 
in the East desire a_ superintendent 
thoroughly experienced in plumbers’ 
prass and capable of furthering the 
development of Built-in fixtures. Cor- 
respondence confidential. Address Key 
684, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 

WANTED—A SALESMAN WHO CALLS 
on plumbers and architects to handle 
line of high grade sump pumps on 
commission basis in open territories 
including Boston, Philadelphia and 
Pittsburgh. Give full particulars as to 
experience. All communications will 
be strictly confidential. Taber Pump 
Co., 291 Elm St., Buffalo, N. Y. 
WANTED: MANUFACTURERS OF 
“Burt Products” wishes salesmen. 
Commission and bonus. Chicago and 
Detroit, as well as other territory, 
open. Address Key 686, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
ago. 


WANTED—PLUMBING AND HEATING 
supply salesman with knowledge of 
heating, capable of figuring jobs, with 
new going concern in Southern Illi- 
nois, straight salary or salary and 
commission, opportunity for right man. 
Address Box 667, Christopher, III. 
LEADING, SUCCESSFUL MANUFAC- 
turer of complete line, Beautiful, 
sturdy, practical Steel Bathroom Cab- 
inets, Wants representatives in large 
cities. Featuring quality, original de- 
sign, and sturdy construction, at low 
prices. Astonishing repeat business. 
Write for facts. Address Key 687. 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 








Situations Wanted 


UNDER FORTY, TWENTY YEARS’ 
experience in wholesale plumbing 
and heating business holding all posi- 
tions including manager. Want posi- 
tion of responsibility with wholesale 
house or salesman for manufacturer. 
One year away from the business. Can 
furnish references. Address Key 685, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 








| __ For Sale ] 
FOR SALE--OLD ESTABLISHED HIGH 


class plumbing business, with profit- 

able real estate which can be bought 
from executors at big bargain. and 
terms, requiring only $10,000 cash. If 
looking for a real opportunity in this 
line, you should not delay by writing, 
but come to investigate personally. 
Fred Young, 509 Swede St., Norris- 
town, Pa, 














A Stove or Furnace Works 


Can make money in this 
New York Plant 


Offers unusual advantages: 


Hudson River frontage—Private 
steam-ship pier—Free Lighter- 
age; railroad sidings. Ample 
Floor Space. Vacant Land for 
Storage and Expansion. Im- 
mediate Occupancy—Sell or 
Lease. Complete information 
on request. 


Harrison S. Colburn Co. 
30 Church St., New York, N. Y. Cort. 3909 


Excellent plant for stoves and fur- 
naces: 250,000 sq. ft. for sale or lease, 
all or part. New York District. Mod- 
ern mill construction, 8% acres, 1300 
H.P. power and heating plant; special 
ventilating and humidifying equipment. 
Sprinklered. Low insurance. Lacka- 
wanna R.R. Other R.R.s nearby. Excel- 
fent highways. Good labor. Harrison 
S. Colburn Co., 30 Church St., New York 
City. Cort. 3909. 


“Miscellaneous 
PLUMBERS’ BIN LABELS 


@ 13«: 
RED. ELLS 


Send for samples and prices and free booklet: 
**How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 

















Sell us your Surplus 


PIPECOUPLINGS 


HIGHEST CASH ‘PRICES PAID 
WRITE US 


THE A, & J. MFG. CO. 


559 W. Lake St., Chic avo, Tl 


SSTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illustrated 
stationery, etc. Prompt delivery. Send 
for samples and prices. Address Ger- 
mantown Duplicating Co., 5839 German- 
town Ave., Philadelphia, Pa. 











New Plumbing and 
Sanitary Eng. Course 


We have just prepared a wonderful 
new Study on Plumbing and Sanitary 
Enginecring— Large— Practical— Tech- 
nieal, like our H. & V. Engineering 
courses and others. 

It starts with Water Bacteriology; 
Elementary Plumbing, Mechanieal 
Drafting, Mensuration, Practical In- 
stallations and Water Systems, Rural 
Plumbing, Sanitary Science, Plumbing 
Designing, Building Plans, Estimating, 
ete.—the finest Plumbing Study on the 
market. 

THE ST. LOUIS TECHNICAL INSTI- 
TUTE, is qualified to coach you in a 
bigger Commercial way—to Read Plans, 
to be Foreman—Estimator, Supt., Tech- 
nieal Salesman, Manager, Contractor, 
ete. Find out about it now! 















WE TRAIN YOU IN YOUR OWN HOME, 
PERSONAL, CLEAR, DIRECT, 
Full Information free—select your 
subject, 
PLUMBING & SANITARY ENGINEER- 
ING. 

HEATING VENTILATING ENGINEER- 
ING. 

SPECIAL STEAM & WATER HEAT- 
ING, 

CONTRACTING & ESTIMATING, 


Start with the 1926-27 School Season 
ST. LOUIS TECHNICAL INSTITUTE 


1541 Clayton Avenue - St. Louis, Mo. 


ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, contracts, illus- 
trated stationary, etc., for plumbers our 
specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, 
Laurel Springs, N. J. 1-31 


Pipe Machines We =Pecialize in 
new and used 


pipe machines having in stock at all 
t'me: all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’ Brien, Philadelphia 


THE O’BRIEN MACHINERY CO. 
113 N. Third Street Philadelphia, Pa. 


Lone Distance Telephone: Market 0727 
Cable Address: ULRIEN Philadelphia 
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1900 PRAIRIE AVE,- CHICAGO 
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SUBSCRIPTION RATES 
United States and possessions and all countries to which 
U. S. domestic postal rates apply; and Canada: 


1 Year, 52 Weeks, $2.00 3 Years, $5.00 Other Countries, 1 Year, $3.00 
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There Is no 


Substitute 
for Circulation 


In the days before the advent of the Audit Bureau 


of Circulations many ingenious schemes were 


used to inflate circulation as inducements to the 


advertiser. This was attempted substitution. 


The prevalence of such policies brought about the 
necessity of an authorized authority to check these 
unfair methods. The A.B. C. was the result, and 
today the majority of leading publications in the 
United States and Canada look to the Bureau to 
verify their circulation, both for their own, as well 


as the advertisers’ protection. 


Weare proud to be members of the A. B.C. Our 


last report from the Bureau’s Auditor is open for 
your inspection, and it will reveal no semblance 


of substitution for the circulation we claim—and 


have. 
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